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PREFACE 



A TREATISE on single -phase motors is largely a 
treatise on the sparking problem, for a thorough 
knowledge of the phenomenon of commutation is of 
even more importance in connection with single- 
phase than in connection with continuous-current 
motors. 

Electrical science is particularly indebted to 
Messrs Parshall and Hobart, the authors of Electric 
Generators, and to Prof. E. Arnold, the author of 
Die Gleichst7vmmaschine, for investigating and eluci- 
dating the problem of sparking. Whilst Messrs 
Parshall and Hobart have evolved a simple and 
eminently practical criterion for predetermining 
sparking. Prof. Arnold has overcome the difficulties 
connected with a close mathematical treatment on 
this difficult subject. 

Amongst the other investigators who have con- 
tributed to our present knowledge, the names of 
Thornbume Eeid, Pichelmayer, Eothert, Fischer- 
Hinnen, Prof. G. Kapp, and Niethammer may be 
mentioned. 

The method of treating this subject, set forth in 
the pages of this book, was first outlined by the 
author in the Zeitschrift fur Elektrotechniky Vienna, 
1902, Nos. 30, 31, and 32, and, although his con- 
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VI PREFACE. 

tribution can only be small compared with that of 
the other investigators referred to, yet he ventures 
to hope that some of the results obtained, which 
appear new, may interest and benefit the profession 
at large. 

The present book is practically a translation of 
the Grerman original, with the addition of a second 
appendix containing a discussion on some interesting 
oscillograph tests relating to the commutation of 
single-phase motors. The oscillograms in question, 
hitherto unpublished, were kindly placed at my 
disposal by Mr F. Greedy, to whom I also wish to 
express my thanks for valuable suggestions and for 
assistance in correcting the proofs. 

In the opening chapters, the origin and nature 
of sparking are gone into in detail ; the manner of 
calculating the reactance voltage is explained, and 
means of preventing or minimising sparking are 
discussed at length, particular attention being paid 
to the method of reducing sparking by inserting 
resistances in the commutator leads. A cenvenient 
method of computing the reaction of the commutating 
coils upon the field flux is given in Chapter VI. 
This reaction is by no means always insignificant — 
as is shown in an example — and has hitherto hardly - 
received the attention it deserves. 

It is not claimed that Chapters VIII., IX., and X., 
which deal with the general theory of single-phase 
commutator motors, are perfect theoretically ; indeed, 
these chapters are merely intended to lead up to 
Chapters XII., XIII., and XIV., containing the final 
conclusions. In Chapter XV., a series motor, repul- 
sion motor, and compensated repulsion motor are 
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PREFACE. Vll 

calculated through, the calculations being based on 
equal manufacturing costs in each case. 

The detailed theoretical investigation of the repul- 
sion motor has been reserved for the appendix so as 
not to discourage those readers who are not mathe- 
matically inclined. 

The design of the single-phase series motor has 
been more specifically dealt with by Messrs Lamme 
and Finsi, while Heubach was one of the foremost to 
expound its theory ; Eichberg, Winter, Latour, Osnos, 
Danielson, Pichelmayer and Niethammer have been 
prominent in connection with the compensated re- 
pulsion motor, while C. P. Steinmetz has largely 
contributed to our knowledge of the repulsion motor. . 
One of the most illuminating treatises on single- 
phase motors generally is that contributed by Prof. 
Gorges to the Mektrotechnische Zeitschrift, 1903, 
No. 15. 

The single-phase motor invented by Eichberg, 
Winter and Latour is often referred to as the 
compensated series motor, and thereby an impression 
is created that this motor is a series motor provided 
with a coil for compensating the self-induction. 
Danielson was, perhaps, the first to call it a com- 
pensated repulsion motor, and in this he was un- 
doubtedly right. The reason for designating this 
motor a series motor with a compensating winding 
must be ascribed to an imperfect understanding of 
its nature. 

In a future edition of this book, it is intended 
also to include those single-phase motors which do 
not possess a * series * characteristic. Though of 
scarcely any importance in connection with traction 
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VIU PREFACE. 

work, the 'constant-speed' type of single-phase 
motor is nevertheless destined to play a prominent 
part in the future, notably in England, where single- 
phase systems are still plentiful. 

To my friend, Mr E. F. Looser, I am greatly 
indebted for the trouble he has taken in translating 
this book from the Grerman, and for the expert and 
clear manner in which he has carried the task 
through. 

F. PUNGA. 

March 1906. 
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NOTATIONS 



g is the ratio ^T^^^J^^t'^-. 
field A.T. 

A.T. = ampere turns, 

a.c, :=alteiiiating current. 

N 
rf.c. direct current. 

e^f 62 denote the voltages between brush and segment. 
E.M.F. electromotive force. 

Ea is the voltage induced in the commutating coil by the 

action of the armature flux. 
E/ sparking voltage per segment. 
Ey^ sparking voltage per brush. 
E< the voltage induced in the commutating coil. 
Ep the voltage induced in the commutating coil by the 

action of the field flux. 
Er the reactance voltage. 
Cu the e£fective drop of voltage under a brush at imperfect 

commutation. 
ev the effective drop of voltage under a brush at perfect 

commutation. 
g the effective length of one armature turn. 
g^ the "fipee" length of one armature turn. 
Hi the number of stator slots per pole. 
Hj the number of rotor slots per pole. 
TT __ Hi + H!2 

2 
I the effective length of the armature. 
M the flux per pole. 
M.M.F. magnetomotive force. 

n the number of segments covered by one brush. 
N the frequency of the alternating supply. 
zUi 
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XIV NOTATIONS. 

N' =-^. the frequency of rotation. 

p the number of pole-pairs. 
P.D. potential di£ference. 
q =vxx. 

s the number of turns in series between the brushes. 
T the duration (in seconds) of the short-circuit. 
U reyolutions per minute. 
W the contact resistance between all the brushes of one 

set and the commutator. 
z the number of turns per segment, 
a the displacement (in degrees) of the brushes from the 

stator-axis referred to two poles. 

fi =0-955 ^(2x-x«). 

8 the length of air-gap. 

X the displacement of the brushes from the stator-axis ; the 
maximum displacement occurs when x=l ; a=X x 90 
degrees. 
X =l-l-6x*-l-0-5x'. 
ir =8-1415926. 
1 inch =2*54 cm. 
lib. =0-45 kg. 



Digitized by 



Google 



INTRODUCTION 

If the current supplied to the terminals of any 
ordinary continuous-current series piotor be reversed 
in direction, the motor will still continue to rotate 
in the same sense, because the armature current and 
the field current have changed their directions simul- 
taneously. It follows that any continuous-current 
series motor of usual design will run with alternating 
current, and, if the frequency of the alternating supply 
be sufficiently low, the motor will operate almost 
exactly like its continuous-current prototype. But 
as the supply frequency increases, the effects peculiar 
to alternating currents— viz. capacity and induction 
effects — manifest themselves more and more. The 
effects due to the capacity of the armature and field 
circuits, even at the highest frequencies employed in 
practice, are never serious, and they will therefore 
not be further considered. The effects of self-induc- 
tion, on the other hand, are of great importance, since 
they lead to a phase-displacement between current 
and voltage, thus increasing the apparent watts' 
input and the current input. Another very im- 
portant question in connection with single-phase 
commutator motors relates to the sparking at the 
commutator. 
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XVI INTRODUCTION. 

In the following chapters these two cardinal 
problems will be gone into in detail ; but it is not 
intended to enlarge the book unnecessarily by in- 
cluding an elementary theory of electro-magnetism 
or the theory of armature windings and so forth, 
as these subjects have been dealt with in many 
excellent books on continuous-current dynamos. A 
list of such books is appended. 

The clearest and quickest way of solving the 
sparking problem of single-phase commutator motors 
is to start with the theory — now well understood — 
of the commutation of d.c. machines and to extend 
and modify this theory to suit the special conditions 
of a.c. working. 
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SINGLE-PHASE COMMUTATOR 
MOTORS. 



PART I.— THEORY. 
CHAPTER I. 

THE ORIGIN OF SPARKING. 

During the greater part of a revolution the only 
current flowing in any one armature coil is the 
armature current J, but when the coil becomes short- 
circuited by the brushes a short-circuit current, 
C, also tends to flow in the coil in question. We 
may imagine that these two currents are superposed. 
It will be clear from fig. 1 — in which the dotted line 
a, 6, e, d, e^ and e^ indicates the short-circuit — that 
their directions coincide in one segment but are 
opposite in the other. The consequence is an un- 
equal distribution of current under the brushes from 
segment to segment, this unequal distribviion of 
cfwrrent being the direct cause of sparking. 

According to Ohm's law, the drop of pressure at 
any point of the contact area between brush and 
commutator is equal to the current at that point 

1 
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2 SINGLE-PHASE COMMUTATOR MOTORS. 

multiplied by the contact resistance. If, for a given 
quality of brush, the specific contact resistance be 
assumed to be a constant quantity, then the voltage 
drop at any point of the contact area will be pro- 
portional to the current density at that point. In 
order to arrive at the distribution of current under 
the brushes, all that is necessary, therefore, is to 




.J ^^ 



Fig. 1. 

determine the distribution of the voltage drop under 
the brushes. This we will do by considering seriatim 
the voltages induced in the short-circuited coil. 

There is first of all the RM.F. of induction, or 
the reactance voltage, as it is usually called in 
dynamo design. It is caused by the reversal of 
current which takes place in the coil during the 
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THE ORIGIN OP SPARKING. 3 

period of commutation. Before the coil is short- 
circuited by the brushes it carries a current J. 
During the period of commutation this current J 
diminishes, passes through zero value, and grows in 
the opposite direction until — at the moment the 
coil is leaving the brushes — it has assumed the value 
— J. Since the current J produces a magnetic flux 
(Mc) through the coil, it is clear that this flux also 
reverses during the short period of commutation. 
The curve representing this change of current or 
flux with the time is difficult to determine theoreti- 
cally^; but it follows from first principles that, 
whatever shape this curve may assume, the mean 
reactance voltage is 

E,= -?Mf (inabsoluteunits)orE,= -^10-8volts, 

in which « = number of turns of the coil in question 
and T= time of short-circuit in seconds. That this 
equation is correct is at once apparent when it is 
remembered that the voltage induced in any con- 
ductor is equal to the number of lines of force which 
cut the conductor in unit time. This reactance 
voltage, as is well known, opposes any cliange of 
current, and this is the reason why the negative sign 
is prefixed to the right-hand side of the equation. 

Another E.M.F. in the coil is the ohmic drop in 
pressure. The resistance to be considered in this 
connection is the sum total of the resistances in the 
short-circuited coil, in the commutator leads, in the 
commutator segments, in the brush, and in the 
brush contact. However, the first four resistances 

^ Snch curves have been obtained experimentally with the aid of 
fche oseillograph. See Appendix II. 
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4 SINGLE-PHASE COMMUTATOR MOTORS. 

are usually negligible compared with the last-named 
resistance; in most cases, therefore, the contact 
resistance alone need be considered. It was pointed 
out above that the main current from the brush had 
to flow through one segment (say, segment I) against 
the short-circuit current, while the current from 
the brush to the other segment (II) was augmented 
by the short-circuit current. Let the resultant 
currents through segments I and II be denoted by 
ij and i^ respectively. These two currents cause a 
drop in voltage across the contact resistance of e^ 
volts and e^ volts. In fig. 1 the directions of these 
two voltages are indicated by arrows. It is seen 
that e^ and e^ act in opposite directions with regard 
to the path (dotted) of the short-circuit current — 
i.e. only the difference e^ — e^ of these two voltages acts 
in the short'Cirauited coil. 

The magnitude of e^—e^ varies with the time and 
is not easy to determine theoretically for every 
instant; but the mean value of e^-^-Cj (called the 
'sparking voltage' and, denoted by E/) may be 
calculated without difficulty. 

This * sparking voltage ' is of the utmost import- 
ance in dynamo design. If, for instance, ^2 = ^1 (*-^' 
eg— 61 = 0), then the current through segment II 
equals that through segment I and the commutation 
is perfect. 

But if fig is greater than «i, then the current in 
segment II is greater than that in segment I ; and 
vice versd. Sparking will occur if the difference 
between these two voltages exceeds a certain limit, 
and it will grow worse with increasing differences. 

By way of definition, we wUl call the sparking 



Digitized by 



Google 



THE ORIGIN OP SPARKING. 5 

voltage positive when U acta in the same sense in the 
short-circuited coU as the voltage indttced in the coil 
iy the field due to the armaiwre ampere-turns, and 
negative when it acts in the opposite direction. 

There is yet a third voltage in the coil ; this we 
will call * external * voltage (E<) since it is produced 
by external fields, such as the ordinary field flux, the 
armature field (produced by the armature A.T.) and 
the fields of auxiliary poles, if any. 

It was explained above that the reactance voltage 
Er opposes any change in current in the short- 
circuited coil ; but as the reversal of current must 
perforce take place, it follows that this reactance 
voltage must be balanced in the coil by a voltage of 
the same value but of opposite direction. This voltage, 

therefore, must have the value — E,.= — =^ 10"® volts, 

and it is obviously the resultant of the two other 
voltages which appear in the short-Qircuited coiL 
Thus we arrive at the following equation, which is 
the fundamental equation for the commutation of 

electric machines with commutators : 

« 

E,-E^=-E,. or E^=E,.+Eii . (I.). 
Some important conclusions may be drawn from 
equation I. : 

(a) Ef = -- E,., hence E;r= ; 

or, in words, the current is evenly distributed under 
the brushes, i.e. the commutation is perfect, if the volt- 
age produced in the coil by the external fields is eqv/il 
in vaiue but opposite in sense to the reactance voltage, 

(b) E; = 0, hence Ey=E,.; 

^ As a rule, £< is opposite in sense to £r. 
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6 SINGLE-PHASE COMMUTATOR MOTORS. 

i.e. if no E,M,F. is indttced in the short-circuited coii 
hy the external fields, then the mt/rrent distribiUion 
under the hntshes is such that the mean valine of e^---e^ 
dwring tJie period of commutation is exactly equal to 
the mean value of the reactance voltage. 

(c) If Ei is smaller than — E^ 

then £^ assumes a negative value, and this means 
that the current density is greater in segment I than 
in segment II. 

The 'sparking voltage' is a better criterion for 
the commutation than the reactance voltage, although 
the latter may be used in most ordinary machines 
for determining the quality of commutation. 



CHAPTEE II. 

THE CALCULATION OF THE REACTANCE VOLTAGE. 

The reactance voltage has the value— —=^ 10"® volts, 

and it could be readily calculated if M^ were 
known. But the value of M^ depends on the shape 
of the armature teeth, on the number of conductors 
simultaneously short-circuited, on the number of slots 
in which these conductors are distributed, on the 
construction of the field magnets (whether laminated 
or solid) and on the arrangement and length of the 
armature end connections. These conditions are 
difficult to express mathematically, and it has for 
this reason become customary to calculate the re- 
actance voltage by the approximate method of Messrs 
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CALCULATION OF THE REACTANCE VOLTAGE. 7 

Parshall & Hobart.^ The approximation lies in the 
fact that it is assumed that an armature conductor 
carrying one ampere produces per cm. length a 
certain number of lines of force. This number 
varies according to whether the conductor is em- 
bedded in the slots or is 'free.' Messrs Parshall 
and Hobart have found experimentally that, on an 
average, an embedded conductor produces 4 lines of 
force per cm. length per ampere, while a 'free' 
conductor only gives rise to about 0*8 lines of force 
per cm. length per ampere. 

A convenient formula for the reactance voltage, 
based upon Parshall & Hobart's method and first 
published by Mavor, is 

in which 

2; = number of turns per s^ment; 

A = capacity of armature (current x counter- 
KM.R); 

^ = the effective length of a turn in cm., i,e, 
twice the effective length of the arma- 
ture core ; 

/=free length of a turn in cm. (^' may be 
taken as three times the pole-pitch) ; 

^ = number of pole-pairs and 

M = field flux per pole. 

The permissible value of E^ depends largely on the 

^ See Electric Oeneraiors, by Parshall k Hobart 

A more complicated method, which gives somewhat closer results, 
has been elaborated by Prof. £. Arnold of Carlsruhe. 

' The proof of this formula will be found in the Electrical Review 
of London for April 22, 1904. 



Digitized by 



Google 



8 SINGLE-PHASE COMMUTATOR MOTORS. 

quality of brush used and is determined experi- 
mentally for any given set of conditions. 

The only quantitative difference between the above 
formula and that of Hobart is the factor 4. The 
reason . for this is that Hobart assumes the short- 
circuit current to vary sinusoidally and introduces 
into his formula the amplitude of the sine wave, 
whereas our formula relates to the mean value of any 
wave form. Hobart's formula, therefore, gives a value 

^ times that obtained from equation (II.). When 

Hobart's formula is employed for determining the 
relative values of the motor dimensions, etc., to 
satisfy sparkless commutation, the reactance voltage 

permissible is -^ times that which may be allowed in 

our case. The final result, of course, is the same 
whether Hobart's formula be used or the one quoted 
abova 

Formula (II.) is only approximately correct, the 
reason being that a number of minor effects have not 
been taken account of. But for one and the same 
type of machine, for which the permissible maximum 
reactance voltage is known, the formula furnishes a 
satisfactory and convenient criterion regarding com- 
mutation. But for pre-determining the commutation 
of a different type of machine or for different kinds 
of brushes, the minor influences referred to have to 
be taken, at least approximately, into account. These 
influences may either increase or diminish the re- 
actance voltage. A dynamo, for instance, with very 
deep and narrow slots will certainly have a higher 
reactance voltage than another dynamo in which the 
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CALCULATION OF THE REACTANCE VOLTAGE. 9 

slots are wide and shallow. Laminated fields, too, 
increase the reactance voltage, but there is a lack of 
data as to the exact amount. Of importance, too, 
in fixing the proper value of E^ is the distance of the 
short-circuited coil from the nearest pole-tip. All 
these minor influences are difficult to investigate 
mathematically and their approximate evaluation 
must be left to the designer's judgment. 

In cases where the external fields play a prominent 
part in connection with the short-circuited coil, the 
reactance voltage forms only a part of the sparking- 
voltage — see equation (I.) — and the minor influences 
enumerated above lose still more in importance. 



CHAPTER III. 

MEANS FOR PREVENTING SPARKING. 

If sparking is to be prevented, E/( = E^ -I- Ej) must 
be kept below a certain limit; and sparking disappears 
entirely when E/= 0. In other words, the external 
voltage Ef ought to be kept as nearly as possible equal 
to — Ey at all loads. — E^ means a voltage equal 
in magnitude to the reactance voltage but opposite 
in direction. E^ increases proportionally with the 
dynamo load and in order, therefore, to fulfil the 
condition just mentioned, E^ should also increase in 
the same ratio. 

Some years ago this condition was satisfied by 
shifting the brushes with varying load so as to 
bring more or less of the field flux into play. The 
brushes were shifted until the resultant of armature 
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10 SINGLE-PHASE COMMUTATOR MOTORS. 

flux and field flux through the short-circuited coil 
attained a value and direction such as would prevent 
sparking. Since the action of the armature flux 
tends to increase sparking, it follows that the brushes 
must be moved in such a direction that the field flux 
thereby brought into play opposes the armature flux. 
In d.c. generators, therefore, the brushes must be 
shifted in the direction of rotation, while in motors 
the brushes must be gradually moved backwards as 
the load increases. At no-load, the best brush 
position is the neutral position. This expedient of 
shifting the brushes is of no avail, however, if the 
value of the field flux which links with the short- 
circuited coil when the brushes are under the pole- 
tips is too small to compensate the reactance voltage 
sufficiently to prevent sparking. 

At the present time, however, d.c. machines are 
universally required to operate satisfactorily at all 
loads with the brushes in a fixed (not necessarily the 
neutral) position. In such cases the only guarantee 
against sparking is to design the machine in such a 
way that the reactance voltage — or, better still, the 
sparking voltage — does not exceed, at the highest 
load, a certain value. In reversible motors, such as 
traction motors, the brushes are always in the 
neutral position. 

When the brushes are in a fixed position, there is 
only one load for which 

E,= -E,. or E<+E,.=0. 

At any other load the value of E,-|-E,. dififers from 
zero, being positive for larger loads and negative for 
smaller loads. Since sparking depends only on the 
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magnitude of Ey=Ef+Ey, it is obviously best to 
choose that brush position for which the sparking 
voltage at the lightest load is equal in value but 
opposite in sign to the sparking voltage at the 
highest load. For a certain intermediate load the 
sparking voltage will then be zero. 

This case is represented graphically in fig. 2, in 
which, for convenience, the negative values of E, 
have been plotted against the load. It is seen that 




Fig. 2.— The reactance voltage and the external voltage 
as a function of the load of a shunt motor. 

the reactance voltage increases from zero-value at 
no-load to a certain maximum value at full-load, 
while the 'external' voltage E^ diminishes from a 
certain value at no-load to a certain smaller value at 
full-load. This decrease of E^ is due to the increase 
of the armature A.T., which oppose more and more 
the steady field flux linked with the short-circuited 
coil. Ei is the resultant of the E.M.F. due to the 
armature flux and the KM.F. induced by that 
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12 SINGLE-PHASE COMMUTATOR MOTORS. 

part of the field flux which cuts the coil undergoing 
commutation. 

If E^ be the E.M.F. due to the armature flux at 
full-load, and Ep denote the E.M.F. corresponding to 
the field flux, we have 



at full-load E,=E„+E_p; 

2 



athalf-load E< = :^«+E^. 



E- 
Now, the reactance voltage at half -load is -^. 

Hence, sparkless commutation at half-load obtains 
when 

Ep+|+|=0. 

At no-load the sparking-voltage is equal to Elp since 
the other voltages are very small The value of 
Ep is obtained from the foregoing equation and is 

-p Ey+Ea 
^ 2" 

This, then, is the value of the sparking voltage at 
no-load. 

Similarly, at full-load, E^=E^+E„+Ep, or, by sub- 
stituting Ep in terms of E^ and E^, 

E^ (at full-load)= +^r+^. 

Thus, by fixing the brushes in such a position that 
the voltage Ep induced in the short-circuited coil by 

the field flux equals — '"'[ ^ the sparking voltage 

z 

of the motor will change from a certain positive 
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value at full-load to the same negative value at 
no-load. For any other brush position the sparking 
voltage either at no-load or at full-load would be 

higher th^n ±--rjL_«. It is thus seen that the 

particular brush position as defined above is actually 
the best. 

For reversible motors the brushes must be per- 
manently fixed in the neutral position. In such cases 
the maximum sparking voltage occurs at full-load, 
its value being 

It follows that the maximum sparking voltage of a 
motor with its brushes in the neiUral position is times 
that of the same motor whose brushes have been shifted 
to the best position. 

This is not quite correct, however, because both E^ 
and Ea increase to a certain extent when the brushes 
are shifted out of the neutral position. This increase 
is due to a diminution of the reluctance of the 
magnetic circuit concerned, and it may be consider- 
able if the commutation of the coils takes place near 
the pole-tips. Professor Arnold has published much 
information on this point. 

Whatever be the brush position chosen, the com- 
mutation always depends on E^-fE^, and it behoves 
the designer to reduce the value of this expression 
as much as possible. E„ the reactance voltage, is 
generally much larger than E^, so that it is per- 
missible, as a rule, to use E^ alone as criterion for 
the commutation of normal dynamos. Cases may 
occur, however, where the neglect of E« would lead 
to a considerable error. 
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14 SINGLE-PHASE COMMUTATOR MOTORS. 

Nearly every dynamo can be cheapened by per- 
mitting a higher reactance voltage. There is one 
exception — namely, motors having a low speed or a 
low voltage compared with the output, such as, say, 
a 100 kw. dynamo for 110 volts and 70 revolutions 
per minute, and so on. 

Although, therefore, a reduction in the reactance 
voltage generally increases the cost of manufacture, 
there is a large class of machines for which this 
increase forms but a small percentage of the total 
costs. In many cases, indeed, an increase in the 
number of commutator segments — without enlarging 
the armature — will considerably reduce the reactance 
voltage; in the case of large dynamos, however, 
having already only one turn per segment, this 
means is of no avail, and in such instances the 
question of reducing the reactance voltage becomes 
a direct question of cost. To adopt an unnecessary 
low reactance voltage means a very expensive 
dynamo ; in fact, for a fairly wide range of outputs 
and speeds it is impossible to reduce the reactance 
voltage below a certain limit. Such is the case, for 
instance, with turbo-generators. 

From a commercial point of view the reactance 
voltage has to be fixed as high as is consistent with 
satisfactory commutation. 

So far, we have considered the ordinary type of 
d.c. machines only, without auxiliary poles or com- 
pensating windings — devices which, probably, will be 
frequently employed in future. It is clear from 
what has been said above that, in order to keep the 
sum of reactance and * external ' voltage as small as 
possible throughout the whole range of output, it 
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would be desirable to increase the ' external ' voltage 
E< proportionally with the dynamo load. This 
may be achieved by providing, in- the neutral zones, 
auxiliary poles whose windings are in series with 
the armature. The same result may also be ob- 
tained by a distributed compensating winding, whose 
electrical axis is displaced by half the pole-pitch 
from the axis of the field winding. The A.T. of 
such a winding (which is also connected in series 
with the armature) directly oppose the armature 
A.T. Such a compensating winding was first 
suggested by Deri, and its effect with regard to the 
bettering of the commutation is equivalent to the 
effect obtained with auxiliary poles. In either case 
the A.T. of the compensating device must be larger 
than the armature A.T., as only then is a resultant 
flux obtained which advantageously afifects the 
commutation. 

Fig. 3 shows how both the reactance voltage and 
the *externar voltage increase with the load of a 
dynamo fitted with auxiliary poles or a compensating 
winding. Curve 2 is plotted with the negative values 
of the external voltage E<. 

If the reluctance of the iron path pertaining to 
the compensating winding were zero, a complete 
compensation of the reactance voltage at all loads 
would be obtainable. But compensating devices are 
generally used for dynamos only in which the re- 
actance voltage is large ; in such cases highly 
saturated teeth cannot always be avoided. This 
means that the curve representing E^ is not a 
straight line but a curve, as indicated in fig. 3. It is 
then best to adjust the compensating winding so 
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that between no-load and about three-quarter load 
the external E.M.F. somewhat over-compensates 
the reactance voltage, while above three-quarter 
load Ei does not quite counterbalance E^ Some 
firms alter the A.T., as the load changes, by inserting 
a few resistances in steps. A closer compensation 
is obtained by this means. 

It must be remembered that the reactance voltage 




FUU LOAD 



NO LOAD 

Fig. 3.— The reactance voltage (curve 1), and the external voltage 
(curve 2), in dynamos fitted with compensating devices. 



is higher in a machine with compensating winding 
than in the same machine without compensation. 
This is because the reluctance of the path of the 
flux linked with the short-circuited coils is diminished 
by the auxiliary poles. The advantages to be gained 
in the way of commutation by employing compen- 
sating devices are nevertheless great; a reactance 
voltage about 3 to 5 times that of ordinary dynamos 
may be permitted, and thus it is even possible to 
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design turbo-generators which commutate satisfac- 
torily. The author holds the opinion, however, that 
it is a mistake to provide dynamos of moderate outputs 
and moderate speeds with compensating windings — 
as is sometimes done — because both the cost and the 
losses are unnecessarily increased thereby. 



Specific Contact Ebsistance. 

It was shown above that the currrent under the 
brushes automatically distributes itself in such a 
manner that the voltage eg— e^ (fig. 1) attains a definite 
value, this value depending on the constants of the 
machine, on the load, and so forth, as explained in 
the first chapter. It follows that the higher the 
specific contact resistance between brush and com- 
mutator, the smaller need be the difiference of current 
densities at various parts of the brush to produce 
e^—Cy The correctness of this assertion is proved by 
the .superiority of carbon brushes over copper brushes. 
Carbon brushes themselves differ greatly in contact 
resistance, so that the permissible reactance voltage 
depends on the kind of carbon brush employed in 
any particular case. 

It is quite possible that further advances will be 
made in this direction and that eventually even turbo- 
generators may be run satisfactorily by this means 
alone. High-resistance carbon brushes, of course, 
mean a comparatively large commutator. The cost 
of the commutator forms, as it is, a large percentage 
of the total cost of high-speed generators and motors, 
and this percentage is still further increased by 
increasing the contact resistance of the brush. If, 

2 
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18 SINGLE-PHASE COMMUTATOR MOTORS. 

moreover, the voltage is low, it would be a distinct 
disadvantage to employ high -resistance carbon 
brushes. For high-tension generators and motors, 
on the other hand, high-resistance brushes for 
reducing sparking are promising. 

The fact that a number of firms employ copper 
brushes in lieu of carbon brushes for turbo-generators 
is due to the large friction losses and * dancing ' of 
the latter kind of brush. These friction losses mean 
a larger and costlier commutator, the mechanical 
construction of which often presents diflBculties. 

The carbon brush to be used in any particular 
case must be chosen with due regard to all circum- 
stances. On the one hand, the carbon resistance must 
be high enough to ensure satisfactory commutation ; 
on the other hand, it must not be unnecessarily 
high, else extra losses will result. The best specific 
contact resistance for a given case depends chiefly 
on the sparking voltage per segment, the number of 
segments simultaneously covered by a brush and 
the normal current density under the brush. 

The following example ^ will make this clear : — 

Total current of motor, . . 620 amperes. 

Number of brush sets, . 8 

Number of brushes per set, 6 

Width of brush along the com- 
mutator, . . . . 3 6 cm. 

Thickness of brush, measured 

peripherally, . . . . 1*2 „ 

Normal current-density, . 6 amp. per sq. cm. 

^ This example is taken from the calculation of a single-phase 
series motor in Part II. of this book, where Ey, is calculated to be 
2-55 volts. 
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Number of segments . . . 384 

Width of segment plus insulation, 0'41 cm. 

„ „ without „ 0-33 „ 

Sparking voltage per segment, 2*55 volts. 

If we use a brush having a contact resistance of 
0*2 ohms per sq. cm., the voltage drop under one 
brush will be 6x0*2 = 1*2 volts, assuming the 
current to be distributed evenly. But we know 
from Chapter I. that the current distribution, far 
from being even, is such that between adjacent seg- 
ments a voltage equal to the sparking voltage, ie. 
2*55 volts, is produced. The difference in potential 
between the extreme ends of the brush is, therefore, 
3x2-55 = 7*65 volts.^ Fig. 4 represents the brush 
and part of commutator. The 
voltage between segment and 
brush at A differs from that 
at B by 7-65 volts. 

The current increases from 
segment to segment in steps, 
and the curve representing 
the distribution of current 
beneath the brushes ought, for this reason, to be 
a stepped curve at any given moment. If we 
plot this stepped curve for every position of the 



T 



Fio. 4. 



this reason, to 
given moment. If 
this stepped curve for every position of 
brush relative to the segments, however, it will be at 
once observed that we are not far from the truth if 
we represent the average distribution of voltage and 
current by the straight line A'B' (fig. 5). AB 
represents the thickness of the brush. Draw line 

^ This voltage is called 'sparking voltage per brush ' (E/b), and 
is dealt with more fully on p. 29. 
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C E SO that A C = 1-2 volts, and draw A' B' to inter- 
sect CE at a point D, midway between E and G. 

Make the slope of A'B' such that EB' = CA' = ^. 

Li 

Obviously, fig. 5 represents the simplest manner of 
voltage and current distribution to satisfy the con- 
ditions outlined above. 

BB' = 3-8-|-l'2 = 5 volts, corresponding to a cur- 




FiG. 5. — Distribution of current under the brushes, the sparking 
voltage per segment being 2*65 volts and the contact resistance 
0*2 ohms per sq. cm. 

rent density at B of 5/0'2 = 25 amperes per sq. cm. 
Further, A A' = - 3'8 -|- 1-2 = - 2*6 volts, correspond- 
ing to a current density at A of 13 amperes per 
sq. cm. 

It will be gathered from fig. 5 that the current at 
A flows in the opposite direction to that at B. The 
actual distribution is somewhat better than indicated 
in fig. 5, not only because part of the sparking 
voltage is absorbed in the armature winding and 
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commutator leads, but also because the distribution 
does not follow — as has been already remarked — a 
straight-line law. Its real shape is a wavy curve, as 
has been proved experimentally by Professor Arnold. 
By assuming this straight-line law, however, we are 
on the safe side. 

Let e^ = voltage drop under a set of brushes for 
an evenly distributed current (e^=AC in fig. 5), 
and e„=efifective drop of voltage under a set of 
brushes for an unequal distribution of current 

then, '«='«+§^' • • ("^•>'- 

This efifective voltage drop, 6„, when multiplied by 
the motor current, gives the C^K losses under the 
brushes at imperfect commutation.^ 

In our example e^=^V2 volts and Eye, = 7'65 volts ; 

hence e« = l-2+-f^=5-2 volts; 

Thus we arrive at the surprising result that the 
C^E losses under the brushes are increased more 
than fourfold compared with the losses at perfect 
commutation. 

^ This equation, expressed in words, means that the sparking 
voltage leads to an increase in the commutator losses of the amount 

E/ft« 
3 X contact resistance ' 

2 Proof : Let E be the contact E. M. F. at any point In fig. 5 take 
a point on A B vertically under D as origin. Then E = E/bOj + ev^ 

E^ /*'*'* 1?2 1? 2 ^2 

(?R loss at any point=— ; total C^R loss- I ii^a;=^+ -- = 

J__ r 12r r 

K''"'l^!)"°"'*°' current x(e.+j^^- 
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If, instead of using brushes with a contact resist- 
ance of 0*2 ohms per sq. cm., harder brushes — having, 
say, a contact resistance of 03 ohms per sq. cm. — 
had been chosen, the current distribution in our 
example would have been as indicated in fig. 6, in 
which 

A C = 6 X 0-3 = 1-8 volts, E B' = 3*8 volts and A A' = - 2*0 volts 




Fig. 6. — Distribution of current under the brushes, the sparking 
voltage per segment being 2*55 volts and the contact resistance 
0*8 ohms per sq. cm. 

The effective voltage drop under a brush would then 
come to 

e,=l-8+-l:)^ = 4-4 volts. 
12 X 1-8 

For a brush with the still higher contact resistance 
of 04 ohms per sq. cm., we get 

7-652 



e«=2-4+ 



12x2-4 



=4*4 volts. 



The C^K losses have thus not been reduced any 
further by using this high-resistance carbon, and if 
the contact resistance be increased beyond 0*4 ohms 
per sq. cm. the losses will increase again. It is seen. 
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therefore, that there is one certain contact resistance 
in each particular case which will give a minimum 
C^E loss under the brushes. The following table 
contains the chief results for brush-contact resistances 
of 0*2, 0-3, 0*4, and 0-5 ohms per sq. cm. applied to 
our example : — 

Tablb I. 



Contact resistance 


0-2 


0-3 


0*4 


0*5 


per sq. cm. 










Voltage at point A, . 


- 2-6 


- 2-0 


- 1-4 


- 0-8 


If If B, . 


5-0 


5 6 


6-2 


6-8 


Current-densityatpointA, 


-13 


- 6-7 


- 8-5 


- 1-6 


If }f Bf 


+ 25 


+ 187 


+ 15-6 


+ 13-6 


Effective drop of voltage 










under a brush, . 


6-2 


4-4 


4-4 


4-6 


Effective drop of voltage 










under positive and 
negative brushes, 










10-4 


8-8 


8-8 


9-2 


C'R losses under the 










brushes (in watts), 


6400 


5400 


5400 


5700 


Loss at point B per sq. 










cm. (volts X current), . 


125 


105 


95 


92 



The choice of brush in our example lies between 
one having a contact resistance of 0*3 ohms per sq. 
cm. and one having a contact resistance of 0*4 ohms 
per sq. cm. The former brush is better, however, 
since, generally speaking, that part of the sparking 
voltage which is lost in the short-circuited coils is 
larger the smaller the ratio of contact resistance to 
the resistance of the short-circuited coils and com- 
mutator leads. With a contact resistance of 0*3 
ohms per sq. cm., therefore, the sparking voltage at 
the brush will be somewhat smaller than with a 
contact resistance of 0*4 ohms per sq. cm. 
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E 

e^ is, obviously, a minimum for e^= — -^ ; or, in 

7*65 
our example, when e^=— = = 2*2 volts. This cor- 

2 ^ys 

responds to a contact resistance of 2*2/6 = 0*37 ohms 
per sq. cm. For a brush with such a contact 
resistance the C^B losses become a minimum. 

It is noteworthy that the effective drop of voltage 
may be larger than the maximum drop of voltage 
between brush and commutator (see Table I.). This 
arises from the fact that part of the current flowing 
from brush to commutator is opposite in direction 
to the remaining part of the current. Thus the 
C^E losses and the efifective drop in voltage are 
greatly increased, while the maximum voltage drop 
does not increase in the same proportion. 

Manufacturers generally state the resistance per 
cubic cm. of their brushes, but often omit to 
mention the contact resistance. But these two 
resistances are obviously not identical and both ought 
always to be given. 

Experiments showing that a high contact resistance 
improves commutation were first made known by Mr 
Dunn in the discussion on Mr Beid's paper read before 
the American Institute of Electrical Engineers.^ 
Mr Dunn suggested that the brush be made of a mix- 
ture of carbon and clay in varying proportions so as 
to obtain contact resistances of any value desired. 

The preceding calculations were based on the 
assumption that the contact resistance is the same 
at all points of the brush whatever value the 

^ Transactions of the American Institute of Electrical EngiTvesrs, 
vol. xiv., 1897, p. 691. 
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current density may assume. It has been averred 
by others, however, that this contact resistance is 
dependent on the current density. 

As a result of experiments, Herr Kahn and others 
even go so far as to suggest that the voltage drop 
under the brush is constant whatever the current 
density employed. Accordingly, the drop in voltage 
should be the same, whether, say, the current density 
were two amperes per sq. cm. or seven amperes per 
sq. cm. If this were true, the voltage drop would be 
the same at every point of the contact area between 
brush and commutator. But it is easily proved 
experimentally that this is not the case. The author 
does not think that the contact resistance is du*ectly 
afifected by the current density, but he believes that 
it might be influenced indirectly by the negative 
temperature coefficient of carbon. Herr Kahn's 
experiments were, made with slip-rings, and the 
results obtained with them cannot be utilised im- 
mediately in connection with commutators. With 
slip-rings the current density is approximately the 
same at all points of the contact area, and the 
temperature of the brush is chiefly dependent on the 
current density at the time being. 

In the case of a brush bearing on a commutator, 
however, the temperature at a given point is not 
only dependent on the current density at the point 
considered but also on the current density in other 
parts of the brush.^ This is because the heat is 

^ Since the appearance of the German edition of this book, this 
point has been independently investigated by Mr Beid. (See the 
TrariscuiioTis of the American Institute of ElectricaZ EngineerSy vol. 
xxiv, p. 297.) 
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conducted from the hotter parts of the brush to the 
colder points. 

Nevertheless, there still remains a difference in 
temperature between the various parts of the brush, 
and this difTerence affects the commutation adversely. 
In figs. 5 and 6, for instance, the temperature at B 
will be higher than at point A, and the resistance 
will consequently be smaller at B than at A. This 
means that the distribution of current under the 
brush must be even more unequal than shown in 
the two diagrams in order that the given sparking 
voltage be produced. This increase of current density 
at B gives rise to a still higher temperature at this 
point, and this again has the effect of further reducing 
the resistance at B, and so on until a final state is 
reached. For this reason it would be of advantage 
to possess brushes having a h^h contact resistance 
and a positive temperature coefficient. 



Ebsistances in the Commutator Leads. 

It has teen proposed to assist the resistance 
between brush and commutator by inserting resist- 
ances between the armature winding and the 
commutator segments. Opinions differ as to the 
value of this expedient. Mr Mordey, for instance, 
is not in favour of this means; others, however, 
claim to have obtained satisfactory results in this 
direction, and at present such resistances are often 
suggested in connection with single-phase motors. 

The total resistance is made up of the contact 
resistance between brush and commutator and the 
resistance in the commutator leads. Both are in 
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series. But the contact resistance between the 
brush and a segment increases automatically as the 
segment leaves the brush, while the resistance in 
the commutator lead remains constant. When the 
brush covers the whole, J, ^ and { segment, the 
corresponding brush contact resistances are propor- 
tional to 1, f , 2 and 4 respectively. The resistance 
in the commutator lead forms a variable percentage 
of the brush contact resistance, and as the segment 
leaves the brush this percentage grows smaller and 
smaller until it reaches zero- value; this occurs at 
the moment the brush breaks contact with the 
segment. 

The specific contact resistance of the brush remains, 
of course, the same whether the brush covers a whole 
segment or only part of it ; but the additional specific 
resistance due to the resistance in the commutator 
lead varies from zero (when the brush touches a 
segment) to a certain maximum value (when the 
brush covers a whole segment). This additional 
specific resistance is numerically equal to (resistance 
in commutator lead) x (contact area between brush 
and segment). 

In fig. 7, the line B G represents the constant 
specific contact resistance, while B E F G represents 
the additional resistance per sq. cm. of contact area 
accruing from the auxiliary resistance in the com- 
mutator leads. The minimum resistance per sq. cm. 
(represented by A-B) occurs when the brush is just 
making contact with the segment considered ; as 
the segment moves under the brush, the specific 
total resistance increases to a maximum CE, this 
maximum being maintained as long as the segment 
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remains totally covered by the brush. At H, the 
segment emerges from under the brush and the 
total resistance per sq. cm. of contact area begins to 
decrease. At G, the segment is on the point of 
leaving the brush. 

Thus the following conclusion is arrived at: — 
The resistance in the commutator lead exerts its 
full influence as long as the respective segment is 
fully covered by the brush. When the time (repre- 
sented by C--H in fig. 7) during which the segment 
is wholly covered by the brush is long compared 





H 



Fig. 7. — Diagram showing the yariation of the specific contact 
resistance with the time. ABGI specific contact resistance 
of the carbon brush, B E F G additional specific contact resist- 
ance corresponding to the resistance in the commutator lead. 

with the time (A-C and H-I) during which the 
segment is being covered (or uncovered) by the 
brush, or, in other words, when the brush covers 
many segments, the resistance in the commutator 
lead is nearly as effective as the same resistance in 
the form of contact resistance proper. Conversely, 
resistance in the commutator leads is much less 
effective than an equal amount of contact resistance 
in cases in which the brush only covers one or two 
segments. In such conditions detrimental pulsations 
of current will result, varying from an amount pro- 
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portional to A-B to a value proportional to C-E. 
The smaller the contact resistance in comparison 
with the total resistance (ie, the contact resistance 
plus the auxiliary resistance in the commutator lead), 
the more pronounced these pulsations. 

The simple diagrams representing the current 
distribution (figs. 5 and 6) were constructed on the 
assumption that the specific contact resistance was 
always the same at every point of the brush contact. 
In the more complicated case of fig. 7, the specific 
contact resistance varies, as explained, with the time. 
This case must be dealt with by assuming an average 
specific resistance, and by considering separately the 
influence of the fluctuations in the current density. 

The foregoing reflections lead to the following 
rule : — Do not use resistance in the commutator leads 
as long as satisfactory commutation can be secured by 
using ordinary brushes. But if the reactance voltage 
cannot be dealt with any longer by carbon brushes 
alone, the specific contact resistance may be supple- 
mented by inserting resistances in the commutator 
leads. The larger the number of segments simul- 
taneously covered by one brush, the greater the effect 
of these resistances. 

Thickness of Brush. 

Let n denote the number of segments under one 
brush, and Ey> as before, the difference of the voltage 
drop between a segment and the brush and the 
adjacent segment and the brush. Then the sparking 
voltage per brush (E^^) is 

E^6=7iE/. 
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In our example (p. 19), for instance, n=3 and Ey-= 2*55 
volts. Hence E^^ = 3 x 2*55 = 7*65 volts. This equa- 
tion, however, is only correct when the brush covers 
many segments. If the brush is only as wide as one 
segment, for example, the brush will make contact 
at all times with two segments only, and the current- 
density in the contact area of each segment is merely 
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Fig. 9. — Distribution of current 
under a brush covering two 
segments. 



Fig. 8. —Distribution of cur- 
rent under a brush the 
width of which is equal 
to the width of one 
segment 

a function of the time. At a given moment, the 
distribution of current will be as shown in fig. 8. 
Fig. 9 represents the distribution — at a given moment 
— in the case of two segments being covered by the 
brush. It is certain that in these two cases the current 
fluctuates considerably with the time, and it is evident 
that the fluctuations are smaller the greater the num- 
ber of segments simultaneously covered by one brush. 
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These fluctuations were dealt with by the author in 
an article entitled " Zur Theorie der Stromwendung " 
which appeared in the Zeitschrift filr Elektrotechnik 
(1902, No. 30). The factor a, mentioned in that 
article, has the following meaning : 

_ Sparking voltage per segment 
^ Sparking voltage per brush ' 

It was shown that a had the following values : 

a = 1 for a brush- width = width of segment + insul. 
_ 3 __ 9 V / width of one segment 

"""^ " '' -^^X +insulation. 

^ ^^ 16^ w » = 4 X ), ), 

,. =7lX ,, 1, 



2n^l 



By calculating the sparking voltage per brush with 
2 
the aid of a (E/^ = - Ey), one obtains directly the worst 
a 

2 

distribution of current under the brush. For - we 

a 
may write 

. 2 2^2 n 






a 271-1 ^ 1 



2n 



The expression ^_ 1 indicates at once the fluc- 
2n 
tuations of current density at any point of the contact 
area. If the brush covers many segments, i.e. if n be 

1 
large, the expression i _ 1 is very nearly unity and 

2^ 
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we may write, as was done above, 

Thus the following conclusion is arrived at : — 
The sparking voltage per brush increases with the 
number of segments covered by the brush. 

It is possible to improve the commutation of any 
dynamo by reducing the peripheral thickness of its 
brushes, provided that the normal current density 
is not greatly exceeded thereby. This means may be 
employed to its full extent by lengthening the com- 
mutator as the brush is reduced in thickness, so that 
the contact area remains the same. This lengthening 
of the commutator implies, of course, increased cost, 
and it must also be borne in mind that with thin 

brushes the expression 1 — h- is no longer nearly 

unity. 

It is wrong, in any case, to employ a brush which 
is thinner than one segment ; indeed, the author is 
of the opinion that the brush ought not to be less 
than 1| times as thick as a segment. Frequently, 
however, a thicker brush is necessary for mechanical 
reasons. 

The formula given on p. 7 for the calculation of 
the reactance voltage is based on the assumption — 
suggested by Hobart — that each ampere-turn of the 
armature winding produces 4 lines of force per cm. of 
* embedded' length and 0*8 lines of force per cm. 'free' 
length. These values represent the averages of many 
observations, and they take particularly into account 
that a large portion of the lines of force created give 
rise to mutual-induction effects as well as to self- 
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induction effects. Obviously, the mutual-induction 
forms a larger percentage of the total induction if 
the number of segments covered by a brush is large 
than if this number is small. This means that 
smaller figures than 4 and 0*8 are permissible when 
the brush covers many segments, and that larger 
figures ought to be taken when only a few segments 
are covered by a brush. 

From the foregoing we may conclude that too 
great a reduction of the peripheral thickness of the 
brush is next to useless in bettering the commutation, 
since, as has been indicated, the mutual-induction 
forms a smaller and smaller percentage of the total 
induction as the number of segments under a brush 
diminishes. 

If two equal coils are in the same slot, the lines 
emanating from coil 1 will produce in coil 2 an 
E.M.F. of mutual-induction which is nearly the same 
as the EM.F. of self-induction produced by the 
same lines in coil 1. In this case, therefore, the 
ratio of mutual-induction to self-induction is practi- 
cally unity. But if the two coils are embedded in 
neighbouring slots, this ratio (denoted by /x) lies 
between 0*4 and 0*6 and assumes even smaller 
values if the coils are still farther apart ; /x is also 
largely dependent on the pole-pieces, whether these 
are solid or laminated. It is difficult to calculate 
fi with any degree of accuracy, but it may easily be 
determined experimentally. The average value of 
fi for all the coils short-circuited by the brushes 
will, as a rule, be between 0*4 and 0*8. 

Assuming no E.M.F. to be induced in the short- 
circuited coil from outside, the sparking voltage per 

3 
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brush is represented in fig. 10 as a function of the 
number of segments under the brush. This figure is 
reproduced from the author's article cited above. 
The curves are plotted for ^t = l, ^t = 0'75, ^t = 0'5 
and /i = 0'25. The ordinates represent relative 
values of the sparking voltage per brush, and the 
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curves show that the gain in the way of bettering 
the commutation by reducing the peripheral thick- 
ness of the brush is greatest for /u = 1. It is seen, 
on the other hand, that the tendency to spark may 
be rendered even greater by making the brush thick- 
ness less than 1^ times that of the segment in cases 
where ix has as low a value as 0*25. 
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It is very important to choose the proper number 
of commutator segments. With small motors for 
medium and high voltages, the armature turns per 
segment can be reduced in the same degree as the 
number of segments is increased. But if the same 
brush is used as before, the sparking voltage per 
brush will not have diminished in the same pro- 
portion. Take as example the case in which the 
brush covers 3 s^ments. If now the number of 
segments be doubled, there will be 6 segments 
beneath the brush. Although the sparking voltage 
per segment has been reduced to half its former 
value, the sparking voltage per brush has probably 
not fallen below 85 or 90 per cent, of its original 
value. But if the brush is reduced to half its former 
thickness at the same time, and twice the original 
number of brushes are provided so as to .maintain 
the original current density under the brush, then 
the sparking voltage per brush will have been re- 
duced to about 55 or 60 per cent, of its first value. 
It will not have fallen to quite half its former 
value because the factor fi has increased somewhat 
as a result of the change. This increase of fi is 
due to the fact that the coils which are simul- 
taneously short-circuited now lie nearer together 
than before. 

Instead of reducing the brush in thickness, we 
might have left it as before and inserted resistances 
in the commutator leads. 

The commutation is thus always improved by 
increasing the number of segments, and the question 
remains at what price this is obtained. If the gain 
in this direction were, say, only 10 per cent, as a 
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result of doubling the number of segments, it would 
be worth while to consider whether the same result 
might not be arrived at cheaper by re-designing the 
armature. This can, of course, only be decided from 
case to case. It may be remarked, however, that 
it is almost always advisable to double the number 
of segments if the brush only covers 1 or 1 J segments 
in the first instance. It is then best to retain the 
brush, and the sparking voltage per brush will be 
reduced by from 25 to 40 per cent, approximately. 
But if the dynamo has only one turn per segment, 
the doubling of the segments is of no avail unless 
the number of poles or the armature A.T. per pole 
are altered at the same time. 



CHAPTER IV. 

WHAT VALUES OF THE REACTANCE VOLTAGE, SPARKING 
VOLTAGE PER SEGMENT, AND SPARKING VOLTAGE 
PER BRUSH ARE PERMISSIBLE? 

It lies in the nature of the phenomenon of sparking 
that a direct and general answer to this question 
cannot be given. Very often certain values of 
re«w5tance voltages are mentioned as permissible with- 
out qualification of the conditions to which these 
reactance voltages refer. It is frequently not stated, 
for instance, what kind of carbon brushes were used, or 
the number of segments covered by one brush, or the 
E.M.F. induced in the short-circuited coils by the 
armature flux, or whether the brushes were in the 
neutral position or not. Another important point 
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to be considered in this connection relates to the 
kind of armature winding employed. All other 
things equal, the reactance voltage allowable is 
higher for lap-wound armatures and lower for wave- 
wound armatures. Experiments in this direction 
have shown that a 4-pole machine with lap-wound 
armature, which began to spark at a reactance 
voltage of 3 volts, commenced to spark already at 
from 1"8 to 2*2 volts when provided with a wave- 
winding. This is a case which illustrates that the 
reactance voltage is not nearly so good a guide as to 
sparking as is the sparking voltage per brush. It 
can be shown, in fact, that though the reactance 
voltage may be the same in the case of both windings, 
the sparking voltage per brush is considerably larger 
in the case of the wave winding. 

In small motors, in which a lap winding would 
necessitate two or more turns per segment, it is, 
however, of advantage to employ a wave winding since 
the reactance voltage will be reduced thereby. In a 
4-pole motor, for example, the reactance voltage can 
be reduced to half by substituting a wave winding 
for a lap winding. 

In stationary motors, the number of brush-sets 
ought always to be equal to the number of poles, 
because, for a given commutator, the thickness of 
the individual brush . is inversely proportional to 
the number of brush-sets. It is the author's opinion 
that this is the chief advantage of having many sets 
of brushes. If two of the four brushes of a 4-pole 
motor with wave winding be lifted ofif the commu- 
tator, it is observed, as a rule, that the sparking 
increases. But such a comparison is deceptive. 
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inasmuch as the current density under the brush is 
doubled. 

The influence of all details of design on the 
commutation may be computed with some degree of 
accuracy, but the quality of the brushes used cannot 
yet be expressed in figures. True, the contact 
resistance can be measured, but this changes with 
the temperature. For one and the same quality of 
brush, however, any dynamo designer may easily and 
speedily determine experimentally all those constants 
which will enable him to predict with sufficient 
accuracy the commutation of any dynamo. 



CHAPTEK V. 

THE COMMUTATION OF SINGLK-PHASK COMMUTATOR 
MOTORS. 

The problem is much simplified by considering 
motors only in which the frequency of the alter- 
nating supply is low compared with the frequency 
of commutation. By frequency of commutation is 
meant 2/T, T being the time, in seconds, during which 
a coil is short-circuited. In such cases the armature 
current remains practically constant during the time 
the armature coil in question undergoes commuta- 
tion. The reactance voltage in the armature coil 
which happens to be under the brush at any particular 
moment is proportional to the line current at the 
time being, and it is clear that the momentary 
reactance voltages induced in successive coils as they 
pass quickly, one by one, under the brushes, grow 
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and fall with the line current. We may say, there- 
fore, that the reactance voltage of the series motor 
as a whole (as distinct from the reactance voltage 
of an individual coil) is in phase with the line 
current. The E.M.F.'s which then appear in the 
short-circuited coil are the same as obtain in con- 
tinuous-current motors, viz : — 

(1) The reactance voltage JV ; 

(2) The E.M.F. E< induced from outside ; and 

(3) The E.M.F. Ey- due to the unequal distribution 
of current under the brushes. 

Obviously, we have as before : 

E/=E<-fEy. 

This equation holds good for every instantaneous 
value 6f the current, and if both E* and E^ follow the 
sine law, the phase and value of E^ is obtained by 
adding E^ and E^ vectorally. 

Gonsequentlyy in the case of a single-phase motor, 
complete compensation (i.e. I!^= 0) is only obtained if 
Hi and Uj. have the same magnitudes but are displaced 
in phase by ISO degrees. 

If E^ and E,. do not follow the sine law, as is very 
often the case, complete compensation can only be 
obtained if a third condition is also fulfilled, this 
third condition being that both E^ and E,. follow the 
same curve. 

There are a few motors for which a complete 
compensation is theoretically possible, and if — in 
such cases — high values of Ej and E,. are adopted, 
or if copper brushes are to be employed, great care 
must be taken to ensure that the curves represent- 
ing the change of E^ and E,. with the time are 
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identical; otherwise the commutation may be far 
from perfect. 

For the three well-known types of single-phase 
motor (viz. the series motor, repulsion motor, and 
compensated repulsion motor) a complete compensa- 
tion of the sparking voltage at all speeds is quite im- 
possible, and the condition that the curves of E^ and 
E^ be identical loses its importance since the only 
way to prevent sparking in these cases is to reduce 
Ej and E^ to such values that their resultant E^ is not 
large enough to cause trouble. The reactance voltage 
E^ is always in phase with the supply current, since 
the frequency of supply is very low compared with 
the frequency of commutation ; but the " external " 
voltage Ei may have a lead or a lag relative to the 
wave of the supply current according to the type 
of motor and the latter's load at the time being. 

Since E,., E^, and E^ are alternating, the question 
will have to be discussed whether their maximum 
values or their effective values have to be considered. 
As a rule, it will be correct to take the effective 
values; this is even correct when comparing a 
d.c. machine with a single-phase motor as regards 
sparking. There is one exception, however — viz. 
when the motor rotates at synchronous speed or at a 
multiple of the synchronous speed for a long time. 
In this case it is correct to take the maximum value 
of E^ into account ; this will be evident when it is 
remembered that at such speeds the maximum value 
of E^ always occurs when one and the same segment 
is under the brush. The wear of this segment 
woidd then depend on the maximum value of Eyw 
But such cases are so infrequent that they need 
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hardly be considered, at least not in connection with 
motors for ordinary purposes. 

The formula for the effective reactance voltage of 
single-phase motors can be deduced from the formula 
quoted on p. 7 for the reactance voltage of d.c. 
dynamos. It is clear that with the same armature, 
the same current and at the same speed, the effective 
reactance voltage will be the same for alternating 
current as for continuous current. In the case of 
the d.c. dynamo, the counter-E.M.F. produced in the 
armature winding is 

E=4xN'xsxMx 10-8 volts, 
in which 

N' = number of pole-pairs x revs, per second ; 

5 = armature turns between the brushes; and 
M = flux from one pole. 

In the alternating-current motor, on the other hand, 
the effective value of the counter-E.M.F. produced 
by rotation is 

E = -i, N'xsxMxlO-8, 

in which M = maximum flux from one pole. 

We obtain, therefore, the reactance voltage of the 

single-phase motor by substituting in the formula for 

M 
the reactance voltage in d.c. dynamos -y= for M and 

by introducing for the input A the product JxE, 
J being the effective current. 
Hence for single-phase motors 

jg^ 4V2gJE((y+0>l/) j„ 
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This formula is based on the same number of lines 
of force per cm. winding as were adopted in con- 
nection with the d.c. dynamo. But it is probable 
that a higher figure for the lines of force per cm. 
embedded length of winding ought to be taken if 
the motor has a distributed field winding like an 
induction motor and not well-defined pole-pieces 
such as are used for d.c. dynamos. Tests on single- 
phase motors of the former type are scarce, and no 
experiments with regard to the reactance voltage of 
such motors have yet been published. 



CHAPTER VI. 

THE REACTION OF THE SHORT-CIRCUITED COILS 
ON THE FIELD. 

It is generally supposed that a continuous-current 
armature has no back A.T. when the brushes are 
in the neutral position; but it was observed by 
Mr Hobart and the author^ during some experi- 
ments that in certain conditions the short-circuited 
coils may react on the field flux in the same manner 
ais do back A.T. Such an effect has been observed 
by Steinmetz ^ in connection with repulsion motors. 
This author, however, does not mention how great 

^ Since the appearance of the German edition of this book, a 
treatise by Dr R. Pohl has been published, dealing with this 
subject of reaction in a very exhaustive manner. Dr Pohl's book 
is entitled t/ber magndische Wirkungen der Kurzschlussir&me in 
Oleichstroinanlcem, (Stuttgart : F. Enke. 1*20 marks.) 

^ Transactions of the American InstUtUe of Electrical Engineers, 
vol. xxi. pp. 61-126. 
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this influence is, nor does he quote particulars which 
would enable it to be pre-determined. The pheDo- 
menon observed is put down by Steinmetz to the 
transformer action of the short-circuited coils, but 
it is apparent that the reactance voltage has also 
something to do with it. 

In fig. 11, J denotes the current flowing in one 




FiQ. ll.—Diagram illustratiDg the reaction of the armature 
coils undergoing commutation. 

armature circuit, while Ji, Jh, Jm, and Jjy represent 
the currents in each of the four segments covered by 
the brush. The current J', in coil I-II, is 

J' = J-Ji. 

The current J" in the armature coil II-III is 

r=J'-Ji,=J-(Jj+Jii). 
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Similarly, the current J'" in the coil III-IV is 
J'" = J" — J,jj = J — ( J J -f- Jjj -f- Jjj, ), 

and the current in the coil IV-V is 

J'"' = J'" — Jiv = J — (Jj + Jii + Jiii + Jiv). 

But, obviously, 

J""=-J and Ji+J,i+Jiii+Jiv = 2J. 

Assuming one armature turn per commutator seg- 
ment, the ampere-turns of the three coils I-II, 
II-III, and III-IV amount to 

J-Ji+J-(Ji+Jii)+J-(Ji+Jii+Jiii) = 3J-(3Jx.t-2J„.t-Ji„). 

This simple expression is sufficient to show in what 
conditions the short-circuited armature coils will 
react upon the field flux. 

If the current is evenly distributed under the 
brushes, we get 

Ji = Jii = Jiii = 2J/4=J/2, 

and the ampere-turns of the short-circuited coils are 

3J-(3Ji-|-2J„-|-Jin) = 0; 

i.e. there is no reaction on the field hy the short-circuited 
coils if the distrihdion of current under the hrushes is 
even, or, in other words, if the commutation is perfect. 
If, on the other hand, the currents through segments 
L and IL are greater than the currents through III, 
and /F"., the above expression assume a negative value ; 
and if the currents in I and II, are smaller than the 
currents through III, and IV., the expression becomes 
positive. 

It is not possible to calculate this reaction quite 
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accurately, but the following approximate method of 
calculation suffices for practical purposes. 

Introducing 2J=Ji+Jn+Jiu+Jiv into the ex- 
pression above, we get 

3 3 3 3 

Eeaction = -- Ji + -- J^ + -- Jm + — Jiv - 3 Ji - 2 Jn - Jm 

= — Y Ji — -g- Jii + "^"i + Y*^iv 

= -|(Jiv-Ji)+|(Jin-Jn). 

Now, Jin— Jii can be determined if the sparking 
. voltage per segment and the contact resistance (W) 
of all the brushes of one set are known. This may 
be proved as follows : — 

It was shown previously that Ey-= specific contact 
resistance X diflference of current density in neigh- 
bouring segments =W x number of s^ments x differ- 
ence of current density in adjoining segments. In 
our case, therefore, 

E.=Wx4x(J„i-J„); 

E 
hence Jm — Jii = j^. 

Assuming the current to increase in equal steps 
from segment to segment, we get 

Jiv — Ji = 3( Jiii — Jii). 

The reaction of the short-circuited coils is thus in 
our case 

|(Jm-Jn)+4(Jni-Jn)=^=l-25^. 
This equation holds good in the case in which the 
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brush covers exactly the four segments, but during 
the greater part of the time the brush is in contact 
with five segments. The reaction on the field is 
then somewhat greater, and a calculation shows that 
the average value of the reaction is 8 per cent, 
larger than that quoted. Hence 

E 
Average reaction on the field = 1*35 =^. 

^ A general formula for the reaction of the short- 

circuited coils on the field is 

R fc* — S y Sparking voltage per segment x turns per segment 
"~ Con.-re8ist. betw. a set of brushes of the commutator ' 

S being a constant which varies — ^as seen from the 
following table — with the number of segments 
covered by one brush. 

S = 0*33 in the case that the brush covers 2 segments. 
= 078 „ „ „ 3 



= 1-35 




4 „ 


= 21 


>» M 


5 „ 


= 30 


iy » 


6 „ 


= 0083ji« „ 


j> >» 


n 



If the general yalue of S be substituted in the 
above formula, we get 



Eeaction = 00837123^. 
W 



(V.). 



Consider, as an example, a motor having the following 
particulars : Sparking voltage per segment = 2*5 volts ; 
contact resistance between one set of brushes and 
the commutator = 0*006 ohms; number of segments 
simultaneously covered by a brush = 3*5; number of 
turns per segment {z) = 1. 
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The reaction of the short-circuited coils upon the 
flux of each pole is 

= 0-083 X 3-52 X 2-5/0 006 = 42 ampere-turns. 

It is thus evident that this reaction is not always, 
negligible. Eegarding its tendency, the following 
rule applies : — 

If the sparking voltage per seg7nent(le, E^^E^+E^ 
is positive, the ampere-turns of the short-circuited coUs 
increase the field Jlux of motors and decrease the field 
of generators] and vice versd. 

The above considerations and formulae apply to 
both d.c. and single-phase machines. The M.M.F. 
of the short-circuited coils is in phase with the 
sparking voltage. Since the sparking voltage of 
single-phase motors is generally out of phase with 
the field flux, the latter is not only strengthened or 
weakened, as the case may be, but is also shifted 
in phase. This effect will be dealt with later on 
when the different types of single-phase motor are 
considered seriatim. 

The reaction of the short-circuited coils could be 
made use of in various ways. It would be possible, 
for instance, to design a reversible d.c. motor without 
any field winding. The brushes would be fixed in 
the neutral position. Such a motor would have no 
starting torque, but when once brought up to a 
certain speed it would continue to run on its own 
account. In designing such a motor, care would 
have to be taken that the ampere-turns of the 
short-circuited coils are sufiicient to create the 
necessary flux. A motor of this kind would operate 
even better with single-phase currents, because in 
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this case the cross A.T. could be counterbalanced 
by a suitable compensating winding. The air-gap 
could then be made small even if a large number of 
armature A.T. per pole were chosen. 
. Other applications suggest themselves, but the 
author does not think that the principle will ever be 
made use of for the reason that the same factors 
which help to increase the reaction also increase the 
tendency to spark. 



CHAPTER VII. 

THB CHANOB OF THE SPASEINO YOLTAOB 
OF CONTINUOUS-CURRBNT MACHINES WITH THE LOAD. 

ShmU Motors. — Fig. 2 represents the sparking 
voltage of shunt motors as a function of the load. 
The reactance voltage E^ ( = B C in fig. 2) is calculated 
by means of the formula given on p. 7. £<, the 
*extemar voltage, consists of two components — 
viz. a component E^ due to the armature flux (flux 
produced by the armature-A.T.), and another com- 
ponent Ep due to that part of the pole flux which 
links with the short-circuited coils. Ep varies in 
value, as a rule, between 0*15 and 0'4 of the average 
voltage per segment, according to the distance 
between the pole-tips of adjacent poles, the extent 
to which the brushes are shifted out of their neutral 
position, the radial length of air-gap, and the degree 
of saturation in the armature teeth. 

Figs. 2 and 13 are plotted for the best position of 
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the brush, ie. for E^= -J (E,+E„). If the brushes 
are in the neutral position, however, the various 
voltages in the coil change with the load as indicated 
in fig. 12. As a rule, the reactance voltage is 
considerably larger than the 'externar voltage; 
but occasionally the reverse occurs. 
Series Motors, — The curve representing the increase 
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Fig. 12. — Diagram indicating 
the increase of the different 
Yoltaees in the short-cir- 
cuited coils of a shunt 
motor with the load, the 
brushes being fixed in the 
neutral position. 



Fig. 13. — Diagram indicating the 
variation of the sparking volt- 
age of a shunt motor with the 
load, the motor brushes being 
fixed in the best position. 



in reactance voltage of a series motor with the load 
depends largely on the prevailing conditions as to 
saturation. Let curve I. (fig. 14) represent the 
increase of the flux per pole with the armature 
current, and curve II. the speed of the motor. The 
reactance voltage and the voltage E^ due to the 
armature flux are proportional to current x speed. 
The curves III., IV., and V. represent the reactance 

4 



Digitized by 



Google 



50 



SINGLE-PHASE COMMUTATOR MOTORS. 



voltage, the 'external' voltage, and the sparking 
voltage against the current or the load, the brushes 
being permanently in the neutral position. 

If the brushes now be shifted backwards, another 
E.M.F. (Ep) appears on account of, part of the field 
flux becoming linked with the short-circuited coils. 
This KM.F. opposes both E^ and E^ and is propor- 
tional to flux density x speed, or current x speed. 
Hence there is a certain brush position for which a 

complete compensa- 
tion of the sparking 
voltage occurs at all 
loads, i.e, 

E/=Ea+Elp-|-E^ 

is constantly zero. 
This, however, is only 
true as long as there 
is proportionality be- 
tween the current 
and the field flux 
which links with the 
coils. If, on the 
other hand, the field 
magnet system is highly saturated, the compensa- 
tion will be incomplete, yet much better than in 
shunt motors. 

Since series motors are required, as a rule, to run 
in either direction, their brushes have to be fixed 
in the neutral position and little use can be made 
of the above excellent properties. 

Compound Motors, — The curve representing the 
variation of the sparking voltage of compound 




CUJf^ENr 



nff 

crease of tne different voltages in 
the short-circuited coils of series 
motors with the load, the brushes 
being in the neutral position. 
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motors, the brushes of which have been shifted to 
the best position, lies between the corresponding 
curves of the shunt and series motors. 



CHAPTER VIII. 

THE SPARKING VOLTAGE OF SINGLE-PHASE SERIES 
MOTORS AS A FUNCTION OF THE LOAD. 

Fig. 15 represents a single-phase series motor 
which is provided with a short-circuited compensat- 
ing winding. Its diagram — ^neglecting the iron 




HELD WINDING 



Fig. 15. — Diagrammatic sketch of the compensated series motor. 

losses and assuming the armature winding to be 
completely compensated by the compensating wind- 
ing — is shown in fig. 16. For a given current OJ, 
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the E.M.F.'s in the motor are E^O (ohmic drop), 
EgEi (produced by the pulsating field in the field 
winding), and EgEg (produced in the armature 
winding by the latter's rotation through the field 
flux). EgEg is proportional to the speed and in 
phase with the current. E^O represents an E.M.F. 
whose direction is from E^ to and must be dis- 
tinguished from the voltage OE^, 
which has the same absolute value 
as EjO but is opposite in direction. 
The same remark applies to all 
other voltages. The three KM.F.'s 
EiO, EgEi, and E3E2 oppose the flow 
of current, and so that the current 
may flow none the less an E.M.F. 
E3 must be applied at the motor 
terminals. The angle "Efi J repre- 
sents the difference in phase between 




Fig. 16. — Simple the impressed E.M.F. and the cur- 

^Lt^dseri^ ™°t- At standatULthe impressed 

motor for a con- 
stant current, current J is OE^ and the phase 



E.M.F. necessary to produce the 
J is OEg and the pi 
OE2 increases to OE3 at a 



difference is large, 
certain speed. 

In practice, however, the compensation is never 
complete, and there appears on this account an 
E.M.F. of self-induction in the armature. OA in 
fig. 17 represents the armature A.T., and B stands 
for the A.T. of the compensating winding. The 
most convenient way of introducing the armature 
self-induction is by assuming that only a part (0 A' 
=t;'OA) of the armature AT. affects the stator 
winding. The vector sum of B and A' is C 
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and the flux proportional to OC induces in the 
compensating winding an E.M.F. equal to 

(Current in the compens. wind.) x (ohmic resist, of this winding). 

Similarly, if B' = v"0 B represent that part 
of the A.T. of the compensating winding which 
affects the armature, then OE = OA+OB' stands 
for the A.T. which give rise to 
self-induction in the armature. 
OE produces a flux which in- 
duces in the armature winding 
a voltage E'O, and the E.M.F. 
at the motor terminals must now 
also counterbalance E'O in ad- 
dition to the other voltages 
mentioned. OC is at right 
angles to B. The manner of 
calculating the constants v' and 
v" will be explained later on. 

Fig. 18, a combination of figs. 
16 and 17, is the diagram of 
a single-phase motor with self- 
induction and negligible iron 
losses, EjO and EgE^ represent 
the same quantities as in fig. 16 ; 
E3E2 is the voltage induced in 
the armature by the incomplete compensation, while 




Fig. 17. — Diagram illus- 
trating the compensa- 
tion of the armature 
winding of a single- 
phase series motor. 



E Eg is the counter-E.M.F. in the armature due to 
rotation. When the motor is at rest, the impressed 
voltage is Eg, and at a certain speed U it is E. 

So far, this diagram relates to a certain current 
only, but it is obvious that as long as the iron remains 
unsaturated all quantities are proportional to the 
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current. The angles in fig. 18 remain constant, and 
all vectors increase in the same ratio as the current. 
It is seen from this very simple diagram that, at a 
given frequency of the supply, the power-factor 
depends only on the speed (increasing with it) and 
not on the load, except in as far as a change of load 
affects the speed. 

The diagram for a constant terminal voltage is 
easily developed from that for a constant current 




.}^.. 




Fig. 18.— Diagram of a single- Fio. 19. 

phase senes motor with in- 
complete compensation and 
negligible iron losses. 

when it is remembered that the inverse figure of a 
straight line is a circle. The voltage OE in fig. 19 
/--QEgin fig. 18) is sufficient to force a current J 
( = A) through the standing armature, but a voltage 
O E' ( = E in fig. 18) is required to produce the same 
current J when the motor is rotating at a speed U. 
If we keep our terminal voltage constant, however, 
it means that at the speed U only a current 

J = -— ^ X A will flow through the armature. 
O E 
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Since the triangles A J and E'O E are similar, 
angle A J = angle E' E = constant, i.e. the phase- 
difference between the current J and the terminal 
voltage E is the same as between A and E'. 
The locus of J is a circle, whose centre M is the 
point of intersection between a perpendicular to A 
drawn midway between the points and A and a 
perpendicular in to 
OR E is consequently 
a tangent to the circle. 

Fig. 20 is a repetition 
of fig. 19, but with the 
voltage vector upright. 
OE represents the con- 
stant voltage at the motor 
terminals, A is the cur- 
rent at standstill (t.e. the 
short-circuit current), and 
J stands for the current 
at a speed U. This speed 
U is represented by A U, 
as may be shown as 
follows : — Referring to 
fig. 19, U is .proportional to EE', therefore also pro- 
portional to E E7O E, E being constant as assumed. 
But this ratio is equal to the ratio J A/0 J in figs. 
19 and 20. If a line be produced through A parallel 
to E, this line being intersected by J in U, the 
triangles A U and J A are similar and 

AU = OA ^. 
U J 

Since A is a constant, A p— . {i.e. also A U) is a 




Fig. 20.— Diagram of the single- 
phase series motor with neg- 
ligible iron losses for a con- 
stant terminal voltage E. 
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measure of the speed U. The torque is proportional 
to the square of O J. 

The sparking voltage of a single-phase motor is the 
vector sum of the reactance voltage and the ' external' 
voltage induced in the short-circuited coils. E^, the 
reactance voltage, is in phase with the armature 
current as has been already pointed out. If there 
were no compensating winding, the E.M.F. induced 

in the short-circuited 
' coils by their rotation 

through the armature's 
own flux would also 
be in phase with the 
current. But the com- 
pensating winding has 
the efifect of retarding 
this KM.F., which may 
now be represented 
both in phase and mag- 
nitude by the vector 
OA(fig. 21). OAis 
generally very small 
in value and may be neglected in ordinary single- 
phase motors. But the voltage E. = O W, induced 
in the short-circuited coils by the oscillations 
of the field flux, is very large. It is evident 
that this voltage lags 90 degrees behind the field 
flux, therefore also 90 degrees behind the current. 
E,.=OE (fig. 21) is c^culated from formula (IV.), 
and OA is proportional to the speed and to the 
flux in the direction of the brushes. The mag- 
nitude and phase of this flux can be determined 
with the aid of fig. 17, in which OE is the M.M.F. 
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Fio. 21. — Diagram showinff the 
phase relations of the different 
voltages induced in the short- 
circuited coils of a single-phase 
series motor. 
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which produces the flux in the direction of the 
brushes. 

For calculating E» = W, we can make use of the 
formula employed in connection with transformers : 

W = 4-44 'HzM 10-8 volts, in which 
N = frequency of supply ; 
2;= turns per s^ment, and 
M=flux of one pole.^ 

In a motor with a given flux M, the reactance 
voltage OE and the 'rotation voltage' OA are 
proportional to W (frequency of rotation), while 
the 'transformer voltage' OW is proportional to 
the frequency of supply. All three are proportional 
to the current in the motor. B, the vector sum of 
E and O A, forms an angle a with W. In fig. 
22, these voltages in the short^ircuited coil have 
been plotted as a function of the current. The 
curve of the sparking voltage is obtained by adding 
OB and OW vectorally. Fig. 23 represents the 
sparking voltage as a function of the load. The forms 
of the curves in figs. 22 and 23 depend largely on 
the ratio of OW to OE, and this again depends 
partly on the flux density in the air-gap. The 
reactance voltage is smaller, and the 'transformer 
voltage' is larger, as a rule, the larger this flux 
density. 

In cases in which the transformer voltage is large 
compared with the reactance voltage, the maximum 
sparking voltage occurs at starting, because the 
short-circuit current in the motor then gives rise to 

^ For armatures of the Gramme type M denotes half the flux from 
one pole. 
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a strong alternating field which i^ains induces in the 
coils a high transformer voltage. The starting torque, 
however, increases more rapidly with the current 
than this transformer voltage, and it is clear that by 
reducing the terminal voltage at starting a sufiBcient 
starting torque can be secured without increasing 
the transformer voltage in the short-circuited coils 




r(/U-lO>9D C(//f/f£Afr 



Fig. 22.— The sparking voltage of a single-phase series motor 
as a function of the current 



unduly. It is, therefore, not the absolute maximum 
value of the sparking voltage at starting which is of 
most concern, but rather that sparking voltage which 
corresponds to a specified torque. If the starting 
torque is required to be large, then certainly the 
sparking voltage at starting is of cardinal importance 
and overshadows all other considerations. 

So far, it has been assumed that the various fluxes 



Digitized by 



Google 



SPARKING VOLTAGE OF SINGLE-PHASE MOTORS. 59 



were proportional to the M.M.F.'s producing them. 
As a rule, however, this is not the case, as the iron 
paths become more and more saturated as the load 
increases. It is not good practice to keep the flux 
densities too low, because this favours high reactance 
voltages. It seems best to design the motor for 
medium flux densities. 

Obviously, fig. 21 is no longer correct when 
high densities occur. When this takes place, the 




Fio. 23. — ^The sparking voltage of a single-phase series motor 
as a function of the load. 



characteristic curves of the motor have to be plotted 
point for point with the aid of the diagram fig. 1 8. 
Up to now, we have neglected the M.M.F. of the 
short-circuited coils. Fig. 24 shows how the diagram 
of fig. 18 is altered when this M.M.F. is also taken 
into account. A represents the armature A.T. and 
OB stands for the field A.T. Let the A.T. of the 
short-circuited coils, calculated from equation (V.), be 
indicated in value and phase by BB'. BB' is in phase 
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with the sparking voltage. The resultant field A.T. 
(and the field flux as long as the magnetic path is not 
saturated) are then represented by the vector B'. 
This resultant flux OB' gives rise, in the short- 
circuited coils, to a transformer voltage Eg E^ (90 
degrees behind OB') and to a voltage EE3 due to 
rotation and in phase with B'. The dotted lines in 





Fio. 24. — Diagram of the single- 
phase series motor incorporat- 
ing the reaction of the short- 
circuited coils upon the field. 



Fio. 25. 



fig. 24 correspond to the vectors of fig. 18 ; they are 
reproduced to show how the original diagram is altered 
by including the M.MJF. of the coils under the brush. 
It is seen from fig. 24 that, at a given speed, a 
higher terminal voltage than before is necessary in 
order to counterbalance the additional efiect of this 
M.M.F. The phase-difference between the impressed 
voltage E and the main current has diminished at 
the same time. 
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We arrive thus at the following conclusion : — 

At a given terminal voltage, the reaction of the short- 
circuited coHs on the field results in a rediiction of the 
speed and in an increase of the power-factor of single- 
pJiase series motors. 

In fig. 25, the vector BB' is resolved into the 
two components BB" and B"B'. The first is 
perpendicular to OB' and corresponds to the 
transformer voltage E ; the second represents the 
reactance and rotation voltages. Both vectors 
correspond, therefore, to the vectors OW and OB 
in fig. 21. 

For a given current, BB* remains, practically 
speaking, constant, while B*B' increases propor- 
tionally with the speed. The two components B"B' 
and BB" create fluxes which, in their turn, give 
rise — ^partly by induction and partly by rotation — to 
various voltages in the field and armature windings. 
All the different voltages are indicated by vectors in 
fig. 25, which represents the diagram of the single- 
phase series motor for a constant current but 
variable speed and terminal voltage. 1-0 represents 
the ohmic drop in the armature ^ and is in phase 
with the current OA ; 2-1 is the E.M.F. in the 
armature due to the incomplete compensation of 
the armature A.T.; the broken line 5-4-3-2 re- 
presents the various E.M.F.'s induced in the field 
winding by dififerent fluxes, and the broken line 
E-7-6-5 represents the E.M.F.*s induced in the 

^ To be quite correct, the drop of voltage under the brushes 
ought to be considered separately. Were this done, it would be 
found that there is a small difference of phase between current and 
ohmic drop. 
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armature by its rotation through the various fields 
concerned. 

It will be observed that 0-1 and 3-4 are quite 
independent of the speed, and that 4-5, 5-6, and 
6-7 are proportional to the speed, while 7-E is 
proportional to the square of the speed. Hence, the 
impressed voltage at the terminals is the vector sum 
of a constant vector 0-4, a vector 4-7 = constant 
X speed, and a vector 7-E = constant x speed^. 

Such a complicated diagram as that of fig. 25 need 
not be used for practical purposes; it has been 
merely developed to show how a change in the 
conditions aflfects the action of the motor. The same 
remark applies to the diagrams to follow. 



CHAPTEE IX. 

THE SPAKKING VOLTAGE OF THE REPULSION MOTOR 
AS A FUNCTION OF THE LOAD. 

Fig. 26 is a diagrammatic sketch of the repulsion 
motor, invented by Professor Elihu Thomson.^ The 
stator winding may consist of one coil at an angle to 
the line connecting the brushes. It is convenient, 
however, to represent the one actual stator winding 
by two component windings ^ : one in the direction of 
the a;-axis and producing the field flux M^, the other 
in the direction of the y-axis and creating, together 

^ American patent, No. 263,185. 

^ See Lamme, Transactions of the American InstittUe of Electrical 
Engineers, vol. xxL p. 87 ; and Eichberg, Elektrotechnische Zeitsehrift 
1904, No. 4, fig. 83. 
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with the armature winding, the transformer flux My, 
The brushes are fixed in the y-axis. 

At first let us assume that the resistance of the 
armature circuit is negligible. An E.M.R — which 
we will call Ej, — is generated in the armature winding 




Fio. 26.— Diagrammatic sketch of repulsion motor. 

by the armature's rotation through the field flux M^. 
If it be assumed — and this assumption is approxi- 
mately correct — that M^ is in phase with the stator 
current J, then E^ will also be in phase with the 
stator current. Since the sum-total of the voltages 
in the armature must be zero at any moment, it 
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follows that there must be a second E.M.F. in the 
armature equal in magnitude but opposite in direction 
to Ej,. This voltage can only be due to the trans- 
former flux My as there is nothing else to account for 
it. My, in order to induce the desired voltage in the 
armature, must lag, therefore, 90 degrees behind the 
stator current J. 

In fig. 27, A = ampere-tums of the transformer 
coil and A' B = ampere-turns of the armature winding. 




Fio. 27. — Simple diagram of the repulsion motor (with negligible 
armature resistance) for a constant stator current. 

Part of the flux through the transformer coil is lost 
by dispersion and does not penetrate the armature. 
Let the transformer- A.T. which act upon the arma- 
ture be denoted by 

OA'=i;'OA. 

It is the resultant (OB) of OA' and A'B which 
produces, in the direction of the ^-axis, an oscillating 
flux just sufficient to induce in the armature winding 
an E.M.F. equal and opposite to E^^ The impressed 
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voltage at the motor terminals is the vector sum of 
the following three voltages : — 

Ei = OF, a voltage necessary to counterbalance 

the self-induction in the transformer 

winding ; 
Eg =FG, a voltage required to compensate the 

E.M.F. induced in the field coil ; and 
EgsGH, a voltage to compensate for the 

voltage-drop in the stator winding. 

Ej is induced by the resultant of the transformer 
flux (0 A) and that part (AD =2?''A'B) of the armature 
flux which links with the transformer winding. This 
resultant is represented by D, and the voltage Ej 
must obviously lead the vector of D by 90 degrees. 
Eg is equal and opposite to the E.M.F. of self- 
induction in the field coil and is thus 90 degrees in 
advance of the current vector A. 

The complete diagram, in which account is also 
taken of the armature resistance, is shown in fig. 28. 
The voltage induced in the armature winding by the 
alternating flux M^ has now not only to compensate 
E^ but also the ohmic drop in the armature in phase 
with the current. Hence the resultant of the trans- 
former-A.T. and the armature-A.T. has to possess 
not alone a component 6, as before, but also a 
component B'B in quadrature with the armature 
current A'B'. B'B is calculated from the equation 

BTB _ voltage drop in the a rmature 

OB" e;^ ^ • 

The vectors D, F, F G, and G H are determined 
as before. OH is the voltage which has to be 

5 
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applied to force the current A through the motor 
at the given speed. CD is parallel and equal to 
A' A. D is the sum of the four vectors B, B B', 
B'C, and C D. Similarly, we may resolve F into 
the four components M, M N, N Q, and Q F. The 
broken line B B'C D is similar to M N Q F, but 
turned round 90 degrees. The meaning of each 
vector is clear from its direction. QF, FG, and 
GH — at a given stator current — are entirely in- 




Fio. 28. — Diagram of the repulsion motor for a constant stator current, 
account being taken of the armature resistance. 

dependent of the speed ; M is exactly proportional 
to the speed, while M N and N Q increase with the 
speed but not in exact proportion. Draw B and 
N Q to meet in Z. Then 

Triangle Z M N is similar to triangle A'B B' ; 

and, since the form of these triangles is in- 
dependent of the motor speed, the angles of 
triangle ZMN always remain the same. The 
final diagram of the repulsion motor for a con- 
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stant current may now be drawn as shown in fig. 29, 
in which OA = stator current, 6 = self-induction 
in the stator ( = Q F + F G in fig. 28), and B C = ohmic 
drop of voltage in the stator winding. Draw a per- 
pendicular to A through C and make C Z = Z in 
fig. 28, and construct the triangle ZMNQ by 
making MN = ohmic drop of voltage and NQ = 
E.M.F. of self-induction in the armature. At stand- 
still the triangle is in the position Z C N'Q', and O Q' 




represents the requisite voltage to produce the 
current A in the stator when the motor is at rest. 
As the motor speeds up, the triangle changes its 
size and position, Z remaining at its place while the 
point M shifts along a line parallel to OA. ZM 
obviously increases steadily with the speed, and, since 
the triangles in every position are all similar to one 
another, the other sides of the triangle, viz. MN 
and NZ, increase in the same ratio. Point Q in- 
terests us most because Q represents the terminal 
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voltage, and we can shorten the discussion on the 
diagram by considering the triangle Z M N. 

It is not difficult to see that the locus of Q is a 
straight line forming the same angle with M C as Q Z 
does with M Z. Q'Q, like C M, is a measure of the 
speed, for 

Q'Q = g4cM = con8tantxCM. 
MZ 

The simplest form of the diagram of the repulsion 
motor for a given stator current is shown in fig. 30. 
It takes no account, however, of iron and friction 
losses, and of the reaction of the short-circuited coils 
upon the field flux. In fig. 30 : 

O A = Stator current ; 

0Q' = Voltage required to force OA through 

the stator when the motor is at rest ; 
Q Q' = A distance proportional to the speed U; and 
0Q= Voltage at the stator terminals at the 

speed U. 

It is now a simple matter to develop from the 
constant-current diagram (fig. 30) the diagram 
which obtains when the voltage at the stator 
terminals is kept constant (fig. 31). Let E repre- 
sent this constant terminal voltage and let OA 
denote the short-circuit current at this voltage. The 
difference in phase between the two must be repre- 
sented in botli figures by the same angle— -i>. angle 
A Q' in fig. 30 = angle A O E in fig. 31. 

If it is desired to find the stator current for any 
speed — say for the speed corresponding to the 
voltage Q in fig. 30 — draw the triangle A J (fig. 
31) similar to the triangle Q Q' (fig. 30). Then 
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E and J form the same angle as Q and A, 
and, furthermore, ~ (fig. 31) = 5^ (fig. 30). 

Considering that the angle A JO ( = angle QQ'O) 
is constant, it follows that the locus of the point J 
is a circle whose centre M is below the line OX 
(0 X is at right angles to E). The angle M X = 
angle between A and Q'Q in fig. 30. The motor 





Fig. 30. — Simple diagram of 
the repulsion motor for 
a constant current, no 
account being taken of 
iron and friction losses 
and of the reaction of the 
commutating coils. 



Fig. 31. — Diagram of the repulsion 
motor for a constant terminal volt- 
age. This diagram takes no account 
of the iron and friction losses and 
of the reaction of the short-cir- 
cuited coils. 



speed is proportional to A B (B being the point of 
intersection between J* and the perpendicular to 
M through A), as can be proved as follows : — 

Q'Q 



We know that the speed is proportional to 

AJ 



OQ' 
(fig. 30), hence also proportional to ^^ (fig. 31) 

AB 
and proportional to ^^— = constant x A B. 
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It would not be diflBcult to develop other dia- 
grams from fig. 31 to show the efifect of varying the 
conditions in all kind of manners; but such com- 
plicated diagrams are of little practical value. Even 
the diagram fig. 31 is not simple enough, and when 
it is remembered that fig. 31 is based on the 
assumption that the fluxes are proportional to and 
in phase with the M.M.F.'s, it becomes evident that 
it is preferable in many cases to make use of the 

very simple diagram of 
fig. 27 and to calculate 
the current for a few 
points. 

These diagrams enable 
us to investigate how the 
sparking voltage of a 
repulsion motor varies 
with the load. The dif- 

fl ^ ferent voltages m the 

Fig. 32.--The voltages induced Coils short- circuited by 
in the commutating coils of a ^^ brushes are indicated 

repulsion motor. , ^ ^ _ __ 

^ in fig. 32. They are :— 

1. The transformer voltage OW, which is pro- 
portional to and 90 degrees behind the flux M,. 
OW depends on the frequency of supply but not 
at all on the motor speed. 

2. The reactance voltage R, proportional to and 
in phase with the armature current and proportional 
to the speed. 

3. The voltage OA due to the rotation of the 
short-circuited coils through the field My. OA is 
proportional to M^ and to the armature speed. 

On the assumption that both the field flux M^ 
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and the transformer flux My follow the sine law,^ 
we find : 

W = 444 zNM, 10-8 volts, and 

A = 4-44 2; N'M. IQ-^ volts. 

Now, M, and M^ are, as we already know, not in- 
dependent of one another. They are connected by 
the fact that their resultant has to be of such magni- 
tude and phase as to induce in the armature wind- 
ing an KM.F. to compensate the ohmic drop in the 
armature. This drop, however, is usually small 

M« gives rise, in the armature winding, to an 
effective * rotation voltage ' 

= -t 5 N'M, 10-8 volts, 

and My produces in the armature winding an 
effective * transformer voltage ' 

=^^sNMy 10-8 volts. 

Hence, very nearly, 

N'M,=NMy, or M, = |-'m,. 

This value introduced into the equation for A gives 
OA=4-44^^M, 10-8 = f^J OW. 



N 

A and W have opposite signs, and their vector 
sum is equal to 

OA+OW = Ow[l-(|^)']. 

At synchronous speed 

N'=N, i.e. OA + OW = 0, 
1 It is shown in Appe'hdix I. that this is not actually the case. 
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and the sparking voltage is simply equal to the 
reactance voltage. 

At speeds below synchronous speed, W is larger 
than A, and at speeds above synchronous speed A 
predominates. The sparking voltage and its phase- 
angle with the stator current are different, therefore, 
at every speed. 




Fio. 83. — Diagram iudicating the variation of the sparking 
voltage of a repulsion motor with the stator current. 

It is also interesting (see figs. 33 and 34) to plot 
the sparking voltage of the repulsion motor against 
the stator current and the load respectively. To 
this end the diagram of fig. 27 may be made use of. 
We assume various values of current and obtain 
then from fig. 27 the corresponding speeds. If the 
data of the motor are given, W and A are easily 
calculated from the equations stated above. 
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The only quantity which now remains to be 
determined is the reactance voltage: 

Let the angle between stator and armature current 
(= angle BA'O in fig. 27) be denoted by 0i2- The 
armature current is 

It will be shown later on that at synchronous speed 

B __ turns of field coil 

A'"" turns of transformer coil 

If this ratio be denoted by tan a, we have 

at synchronous speed : tan ^^g = ^^^ « 5 

W 
at all other speeds : tan <f>^2 == t^ ^^ ^ - 



Henoe, J^ = J^^l+f—. tan aj . 

The reactance voltage is in phase with Jg, and both 
its magnitude and phase are fixed when the angle 
012 is given. Figs. 33 and 34 have been determined 
in this way. In fig. 33 the absolute values of the 
components of the sparking voltage have been plotted, 
but their phase relations have not been shown. 

Of course, the above equations do not hold good 
when thib iron paths become saturated. When this 
occurs, the characteristic curves have to be plotted 
point for point. 

The reaction of the short-circuited coils upon the 
field plays a more prominent part in repulsion 
motors than in single-phase series motors because 
its effect with regard to the power-factor is good or 
bad according to the speed. For speeds below 
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synchronous speed, the sparking voltage lags behind 
the armature current, and, as a rule, also behind the 
stator current (fig. 32), and this has the effect of 
increasing the power-factor. But when the speed 
exceeds synchronous speed, the sparking voltage 
leads the stator current and thus has the effect of 
shifting the field flux forwards. 





Fig. 84. 




-Diagram showing how the sparking voltage of a 
repulsion motor varies with the load. 



Fig. 35 is the diagram of the repulsion motor at 
speeds below synchronism, account being taken of the 
reaction of the short-circuited coils upon the field ; 
the dotted lines correspond to the vectors of fig. 28. 

A = Ampere-turns of the transformer coil, and 
S = Ampere-turns of the field coil. 

The reaction of the short-circuited coils, calculated 
as explained above, is in phase with the sparking 
voltage, the magnitude and phase of which are 
computed as set forth in the preceding pages. S S' 
in fig. 35 represents the reaction in question, and the 
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resultant field flux of the motor is given, both in 
value and phase, by the vector OS'. OB is at right 




Fio. 36. — Diagram of a repulsion motor below syn- 
chronous speed, showing the effect due to the 
reaction of the coils undergoing commutation. 

angles to and also proportional to S' if the arma- 




Fio. 36. — Diagram of a repulsion motor above syn- 
chronous speed, showing the effect due to the 
reaction of the coils undergoing commutation. 

ture resistance be neglected. The other points, viz. 
B', C, D, and F, are determined as before (fig. 28). 
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F G is perpendicular to S', while G H remains as 
before.^ 

Fig. 36 is the same diagram, but for speeds higher 
than synchronous speed. The sparking voltage, 
determined with the aid of these more complete 
diagrams, differs to a certain extent from the values 
obtained by means of the simple diagram, and, if 
great accuracy is aimed at, a correction has to be 
made accordingly. 



CHAPTER X. 

THB COMPENSATED REPULSION MOTOR.^ 

Instead on the stator, the field winding is on the 
armature, being one with the ordinary armature 
winding (fig. 37). An additional E.M.F. now 
appears in the primary circuit due to the rotation of 
the armature through the flux My, this E.M,F. being 
proportional to the speed and to the flux Mj^ But 
since My itself is proportional to the speed, as pre- 
viously pointed out, it follows that this additional 
E.M.F. is proportional to the square of the speed. 

Fig. 38 is the diagram of the compensated repul- 
sion motor for a constant current, based on the 
assumption that the iron losses and the resistance 
of the short-circuit path are negligible and that the 
fluxes are proportional to the respective ampere- 

1 To be quite correct, the voltage-drop under the brushes ought 
again to be considered separately. 

2 Invented simultaneously by M. Latour in France, and Heiren 
Winter and Eichberg in Germany. 
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Fro. 37.— Diagrammatic sketch of a compensated 
repulsion motor. 




Fio. 88.— Simple diagram of the compensated 
repulsion motor, for a constant primary 
current. 
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turns. It is identical with the diagram of the 
repulsion motor (fig. 27) with the exception of the 
vector H H'. 



We have 



H 



«■=©' 



GF. 



As soon as the motor speed increases a little beyond 
synchronous speed the power-factor becomes unity. 
In fig. 39 account is also taken of the resistance 




Fio. 89. — Diagram of the compensated repulsion motor 
for a constant primary current, account being taken 
of the resistance of the short-circuit path. 

of the short-circuit path, and H H' is parallel to B'. 
Otherwise, this diagram is identical with that of fig. 28, 

For clearness, the different components of the 
impressed .voltage at the motor terminals have been 
re-plotted in fig. 40. Vector OF has four com- 
ponents, viz. M, M N, N Q and F, and vector 
H H' is the resultant of H J and J H'. 

M is the component in phase with the primary 
current, being proportional to the speed. 
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M N is the component required to counterbalance 
the ohmic drop of voltage in the short-circuit. 

NQ is required to compensate the self-induction 
of the short-circuited winding. 

QF counterbalances the self-induction of the 
stator winding. 

F G has to compensate the voltage induced in the 
field winding by the field flux. 

It must be remembered that the field winding is 




Fig. 40. — Diagram of the compensated repulsion motor for a 
constant primary current 

on the armature and that the field flux is in the 
direction of the aj-axis. 

G H serves for forcing the primary current against 
the total resistance of the primary circuit, the total 
resistance being equal to resistance of stator winding 
-I- resistance of armature winding-}- contact resistance 
of the brushes. 

H J and J H' have to counterbalance the KM.F.'s 
produced by rotation through the field My. H J and 
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J H' are parallel to and proportional to B and B B' 
respectively. 

Z is again the point of intersection between the 
perpendicular to A through and the line N Q. 
The triangle Z M N retains its shape for all speeds, 
but it varies in size so that M is a measure of the 
speed. The locus of N is a straight line through 0. 

Angle M N = angle M Z N = angle B'O B = angle 
H'H J =y. The locus of Q is also a straight line. 

When the motor is at rest, the triangle is in the 
position ON'Q'Z, N'Z being at right angles to ON, 
and both N'N and Q Q' are proportional to the speed. 

Fig. 40 may be simplified by altering the order of 
the vectors. This has been done in fig. 41, the 
voltages independent of rotation being taken first. 

OB and BC (fig. 41) correspond to QFG and 
GH in fig. 40. 

At standstill, therefore, the triangle Z N'Q' (fig. 
41) corresponds to the triangle Z M N Q in fig. 40. 

The line Q'Q forms with the line A the angle y, 
and Q'Q is proportional to the speed. The triangle 
EFQ corresponds to the triangle H'JH (fig. 40). 
Q F is perpendicular to A and proportional to the 
square of the current, therefore also proportional to 
Q Q'2. Angle F Q E =y and E F is parallel to Q Z. 
Fig. 42 is a simplification of fig. 41, being obtained 
by omitting all unessential vectors. The locus of 
point E is a parabola as can be shown as follows : — 
Assuming the abscissa to be measured along Q'Q, 
and the ordinates along a perpendicular to Q'Q, then 
E Q is directly an ordinate. Draw F F' parallel to 
Q'Q, then 

EQ=EF+FQ. 
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Since F'Q = FQ cos y, and FQ is proportional to 
the square of the speed, it is evident that F'Q too is 
proportional to the square of the speed. Now, 
triangle FFE is similar to triangle QQ'Z (fig. 41) 
because the sides of the one triangle are parallel to 
the sides of the other. 



Therefore ^4 = 



EF__Q^Z 
FF QQ" 



or EF=Q'Zx 



FF 
QQ'- 




■--) 



...7 



Fio. 41.— Same as fig. 40, but with the vectors in a 
different order. 



But F F' is proportional to Q Q'* and Q'Z is constant ; 
hence EF' = constant xQQ' The general equation 
of E is, therefore, 

y = GiO(^+C^x; in which EQ=:y and QQ'=a?. 

This is the equation of a parabola whose origin is 
displaced from Q' in the directions of both the aj-axis 
and the y-axis. 

We are now enabled to construct the locus of E 
(for a constant current and variable speed) in the 

6 
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following simple manner : — Mark a point G on Q E 
so that Q G = FE, then Q'G = constant x speed, and 
GE=con8tantx speed* The two constants depend 
on the data of the motor and can be calculated 

when these are known. 
The parabola of fig. 42 
has been determined 
in this manner. 

Since all the vectors 
of fig. 42 are propor- 
tional to the current, 
the diagram of the 
compensated repulsion 
motor for a constant 
terminal voltage is 
readily obtained by 
applying the law of 
inverse figures. The 
manner in which this 
is done was shown 
previously in connection with the ordinary repulsion 
motor (fig. 31). 

Fig. 43 is the diagram obtained in this way ; but it 
is preferable to use fig. 42, as the parabola is lost by 
the application of the method of inverse figures. 

Sparking Voltage of the Compensated 
Repulsion Motor 

It is notable that the commutation of the coils 
short-circuited by the brushes in the aj-axis (which 
brushes convey the primary current to the armature) 
depends only on the reactance voltage, no other 
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Fio. 42. ~ Diagram of the oompen- 
sated repulsion motor for a con- 
stant current and variable speed. 
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E.M.F. appearing in thfise coils.^ The voltages 
induced in the coils under the brushes in the ^/-axis 
are the same as in the case of the ordinary repulsion 
motor, so that fig. 32 applies, as it stands, to the 
compensated repulsion motor also. As soon, there- 
fore, as the current and speed have been determined 
from figs. 42 or 43, the sparking voltage under the 
short-circuited brushes can be computed in the 



SYNCH/?0^ai/S SPe^D 




Fio. 43. — Diagram of tlie compensated repulsion motor for a 
constant terminal voltage. 

manner explained in connection with the repulsion 
motor. The same formulae also apply for deter- 
mining the diflferent components. The reaction of 
the short-circuited armature coils on the field has 
the same effect as in a repulsion motor, i.«. the 
voltage vector is shifted forwards for speeds higher 
than synchronous speed, and is shifted backwards 

^ It is even possible to compensate the reactance voltage by 
suitable means, so tbat the commutation under the brushes in the 
a;-axis may be rendered perfect. 
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towards the current vector when the motor speed 
drops below synchronous speed. In the latter case 
the power-factor always increases, while in the former 
case the power-factor may grow better or worse 
according to the conditions. Take as an example 
the case in which the voltage vector is found by 
diagram to lag 20 degrees behind the current vector. 
If, now, the reaction of the commutating coils upon 
the field be taken into account, the result will be a 
shifting forwards of the voltage vector towards the 
current vector by a certain amount, but the former 
need not necessarily overtake the latter. In such a 
case, therefore, the power-factor may be increased by 
the reaction in spite of the forward movement of 
the voltage vector. 
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PART IL— THE DESIGN OF 
COMMUTATOR MOTORS. 

CHAPTER XI. 

CONTINUOUS-CUBRBNT MOTORS. 

Continuous-current motors need only be briefly 
referred to here as their theory and design have 
been excellently dealt with in a number of recent 
publications.! 

It is a characteristic advantage of d.c. motors 
that they may be successfully designed for higher 
flux densities than any other type of commutator 
motor. For this reason they can be built smaller 
and cheaper than single-phase commutator motors 
of the same output and speed, and their sparking 
voltage too is smaller. There is an economic limit, 
of course, to the flux density that may be employed, 
as, after a certain point has been reached, the 

1 Eledrie Oenerators^ by Messrs Parshall k Hobart. Electric 
Motors, by H. M. Hobart (London : Whittaker k Co.), 12s. 6d. The 
Dynamo, by 0. 0. Hawkins k F. Wallis (Whittaker & Co.), 
3rd edition, 15s. Dynamo-Electric Machinery, by S. P. Thomson 
(E. k F. N. Spon), 7th edition, 30s. Die Oleichstrommasehine, by 
£. Arnold, toI. i., 16 marks ; vol. it, 18 marks. 
85 
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requisite field copper increases out of all proportion 
to the gain in flux density. The density at the 
face of the pole-shoe varies from 5,000 lines per 
sq. cm. in small motors to 9,000 lines per sq. cm. 
in larger motors, and in traction motors densities 
up to 12,000 lines per sq. cm. are occasionally 
adopted. 

The advantages to be gained by increasing the 
flux density in d.c. motors are illustrated by the 
foll9wing example: — Consider a 10-H.P. motor 
(lap- wound) having a sparking voltage of three volts. 
Assume that it is possible to increase the flux 
density by 10 per cent, by reducing the air-gap or 
altering the dimensions of the teeth,, but without 
changing the motor otherwise. The speed and 
sparking voltage of this modified motor are 10 per 
cent, less than before. If the output of the machine 
was previously limited by considerations of sparking, 
it is seen that the motor may now be loaded to the 
extent of 11 H.P., the commutation being as good 
as in the 10-H.P. motor running at a 10 per cent, 
higher speed. The gain is thus 20 per cent. Of 
course, the copper and iron losses have also increased, 
the former by 20 per cent, and the latter by about 
6 per cent. ; but in open and semi-enclosed motors 
for voltages between 200 and 600 volts it is always 
the commutation and not the temperature rise 
which limits the output. This point is of some 
importance, as various authors have recently averred 
the contrary. 

It is to be regretted that the possibility of in- 
creasing the motor output by providing a proper 
ventilation to keep down the temperature is not 
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yet sufficiently appreciated,^ It is not too much to 
say that the output of most of the open and semi- 
enclosed motors on the market could be doubled by 
providing them with efficient ventilating ducts (both 
vertical and horizontal) in the armature and by 
suitably designing the commutator and the field 
coils.^ This remark refers, of course, to motors whose 
outputs are limited by the rise in temperature but 
not by considerations of sparking. 

In fully-enclosed motors and in certain low- 
voltage machines, on the other hand, the output 
certainly is limited by considerations of temperature. 
In such cases the question of high flux densities 
loses in importance; indeed, the densities adopted 
in fully-enclosed motors are often from 5 to 10 per 
cent, less than those employed in semi-enclosed 
motors of the same output. 

In fixing the air-gap density, dynamo designers 
are often guided by the old rule according to which 
the field A.T. ought not to be less than from 3 to 
5 times the armature A.T. per pole. The opinions 
regarding this ratio of field A.T. to armature A.T. 
have materially changed of late, especially since 
the appearance of Parshall & Hobart's Electric 
&enerato7*s. Indeed, it is possible to design good 
and cheap machines in which the armature-A.T. 
per pole are equal to or even higher than the 
field-A.T. 

Large low-speed motors and also low-speed com- 

^ Mr H. M. Hobart especially has drawn attention to this point 
* The design adopted by the Phoenix Dynamo Manufacturing Co. 

(see The Electrician, Oct. 20, 1905, p. 81) is a good example of 

efficiently ventilated field coUs. 
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pound generators ought to be designed for a large 
number of armature-A.T., while high-speed motors 
and generators are preferably designed with a smaller 
number of armature- A.T. per pole. 

Since the output of a dynamo is equal to 

constant x speed x armat. A. T. x flux entering the armat., 

it is clear that the larger the number of armature 
A.T. the smaller the armature for a given output, 
assuming of course that the air-gap density is the 
same in each case. This last assumption is not 
quite correct, because the ratio of tooth width 
to slot width is less in the smaller machine than 
in the bigger machine. Nevertheless, the gain is 
substantial. 

It is not pretended that a large number of 
armature-A.T. per cm. periphery (called * armature- 
strength ') is better from the commutation point of 
view — the reverse is the case, in fact — but it is 
^ maintained that in certain types of dynamo, alluded 
to above, it is cheaper to keep down the sparking 
voltage by other means than reducing the ' armature- 
strength.' These considerations relate only to 
motors and generators which have but one turn per 
segment. They would no longer be correct if — to 
adapt the dynamo for a greater * armature-strength ' 
— it were necessary to increase the turns to two. 

The assertion that the choice of the armature 
strength depends on the motor speed cannot be 
maintained if the armature has more than one turn 
per segment. In such cases the influence of the 
speed disappears entirely. The capacity of a motor, 
originally designed with two turns per segment, can 
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be doubled, for instance, by halving the turns per 
segment and doubling the speed. The commutation 
will be approximately equally good in the two cases. 
If, however, the motor has only one turn per seg- 
ment to start with, the commutation will grow worse 
as the speed increases, and there is a certain speed 
for every load at which excessive sparking cannot be 
prevented by ordinary means. 

The kind of armature winding used has also a 
bearing upon the armature-strength it is well to 
employ. Motors of less than 60 H,P. are usually of 
the 4:-pole type, the armatures being provided with 
a wave winding or a lap winding. Each winding 
has its advantages and drawbacks. 

One of the chief advantages of wave windings is 
that the number of armature conductors and the cost 
of winding an armature is reduced and that not so 
much room is taken up by the insulation as in the 
case of a lap winding. The latter point is of con- 
siderable importance in small 500-volt motors. The 
number of turns per segment, and, consequently, 
also the reactance voltage, are only half what they 
would be in a lap-wound armature. But it may be 
shown theoretically, and has been verified experiment- 
ally, that, despite the great reduction in reactance 
voltage, the sparking is only little better (from 10 
to 30 per cent.) than in the corresponding lap-wound 
armature. This is due, as already indicated in a 
previous chapter, to the fact that the sparking voltage 
per brush has only decreased slightly. 

It thus follows that the permissible reactance 
voltage is much higher in a lap-wound armature 
than in a wave-wound armature. Nothing can be 
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gained by adopting a wave winding where a lap 
winding with one turn per segment may be used 
instead. In such cases, wave windings are to be 
avoided as much as possible. 

It is well known that an asymmetric distribution 
of the field flux around the armature does not lead 
to an unequal distribution of current in a wave- 
wound armature as would happen were the armature 
lap- wound. This feature was considered to constitute 
a great advantage of wave windings, and lap windings 
were badly neglected for a time. But it had been 
forgotten that inequalities in the contact resistance 
of the brusBes or asymmetrical brush positions could 
also result in imequal currents flowing through 
the difTerent circuits of the armature. True, the 
latter influences also operate in a lap winding, but 
then we have the following two simple and cheap 
remedies : — 

(1) A large number of armature A.T. per pole. 

(2) Equalising connections. 

The first and second means are of no avail for 
wave-wound armatures; the second means may be 
employed for a composite armature winding, but is 
not as simple and positive as in lap windings. 

In small motors a large number of armature A.T. 
is not always possible, and the small air-gap of such 
motors fosters an asymmetrical distribution of the 
field flux around the armature, and the brush resist- 
ance forms a smaller part of the armature resistance 
than in large machines. For all these reasons it 
is advantageous to employ the wave winding in 
small motors, while the lap winding is best in all 
respects for larger motors. 
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The following remedies have been tried with some 
success for improving the commutation of high-speed 
generators: — (1) Decreasing the inductance of the 
short-circuited coils by using a smooth armature; 
(2) D^ri-winding or auxiliary poles. 

By using the first means the reactance voltage 
may be reduced to one-half, or, in some cases, to 
one-third. It is essential to keep the armature A.T. 
low, and the peripheral width of the pole-shoe must 
be small compared with the pole-pitch, otherwise 
the voltage induced in the short-circuited coils by 
the end connections will form a large part of the 
sparking voltage. When employing this means it 
is also well to adopt a long armature (rather than a 
short armature with a large diameter), as the induct- 
ance of the end-connections is now of much more 
importance than in normal dynamos. 

But the second means of reducing sparking is much 
more effective, and is accomplished by the D^ri- 
winding and by auxiliary poles in much the same 
way. In both cases, in fact, the armature flux is 
over-compensated, and a voltage is induced in the 
short-circuited coils which promotes good commu- 
tation. While auxiliary poles, however, only help to 
suppress sparking, the D^ri-winding also neutralises 
the effect of the cross-A.T. of the armature.^ Since 
the * commutating-flux ' (ie. the * external ' flux 
which assists commutation) ought, as far as possible, 
to increase proportionally with the motor current, 
the saturation of the teeth and all other iron parts in 
the path of this flux must be kept low. In cases 

^ This neutralisatioii exists no longer when the reactance voltage 
is high. (See Seidener, Zettachriftfilr ElekiroUchnVct No. 22, p. 355. ) 
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where it is impossible to comply with this condition, 
the number of the A.T. of the compensating winding 
is sometimes regulated, when the load changes, by 
automatic means or by hand. 

It can be proved^ that the reactance voltage is 
approximately proportional to 

average voltage per seg. x armat. A.T. per cm. periphery, 
mean air-gap density 

In order to ensure that the teeth are not saturated 
by the * commutating-flux,' care must be taken that 
the reactance voltage is considerably smaller than 
the avarage voltage per segment. At a given re- 
actance voltage, this average voltage per segment 
depends obviously on the ratio 

armature A .T. per cm. periphery 
mean flux density in the air-gap ' 

When employing the D^ri-winding or auxiliary 
poles, care must, therefore, be taken that the flux 
density in the gap under the main poles is large and 
that the * armature-strength * is comparatively small. 
In practice, however, the air-gap density is frequently 
kept low in order to reduce the iron losses, and a 
large number of armature A.T. is chosen so as to 
get a small armature. Thus just the reverse is 
done of what is demanded by the above rule, and 
so it comes about that a high saturation in the 
path of the * commutating-flux ' cannot always be 
prevented. 

Motors with compensating devices are more ex- 

^ This relation is due to McLeod. (See Technics, 1903, p. 445.) 
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pensive than ordinary motors, and it must be decided 
from case to case whether the application of com- 
pensating devices is justified or not. 

The calculation of the necessary ampere-turns 
of the compensating winding is very simple : — 

Before any flux can be produced in aid of the 
commutation, the armature's own flux must be 
neutralised, i.e. the compensating winding must, first 




Fig. 44. — Distribution of flux around the armature of a d.c. 
motor fitted with auxiliary poles. Curve 1 corresponds 
to no-load and Curve 2 to full-load. 



of all, have as many A.T. as the armature per pole. 
Then the compensating winding must have an addi- 
tional number of A.T. sufficient to produce a flux 
through the armature which will induce in the short- 
circuited coils an E.M.F. equal and opposite to the 
reactance voltage. These additional A.T. may thus 
easily be computed from the reactance voltage to be 
compensated and from the dimensions of the motor. 
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If the number of armature A.T. per pole be large, it 
can happen that the auxiliary poles must be provided 
with more A.T. than the main poles, and the con- 
sequence is a considerable increase in the active 
materials and in the field losses. Not only that, but 
the iron losses in the teeth have also grown, owing 
to the altered distribution (see fig. 44) of the 
magnetic flux around the armature. On the other 
hand, compensating windings conduce to a reduction 
of the commutator losses, as the commutation has 
become well-nigh perfect. 

The D^ri-winding has this advantage over the 
auxiliary poles that the number of A.T. on the main 
field coils can be kept comparatively small since, as 
has already been pointed out, the armature-cross turns 
are completely compensated. 

The question of sparking plays a very prominent 
part in variable - speed motors employing shunt 
regulation for varying the speed. Such motors have 
to be designed so that their sparking voltage at 
maximum speed does not exceed a certain value, 
and that at the lowest speed the temperature rise 
keeps within the specified limit. 



CHAPTEK XIL 

THE SINGLE-PHASE SERIES MOTOR. 

In single-phase series motors the chief considera- 
tions are power-factor, commutation, and tempera- 
ture rise. In order to obtain a high power-factor, 
the voltage induced in the field winding ought to be 
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small compared with the voltage across the armature. 
This is achieved (1) by employing a small number of 
field turns compared with the armature turns in 
series between the brushes ; and (2) by adopting 
a h^h frequency of rotation compared with the 
frequency of supply. It thus follows that a com- 
paratively low supply frequency ought to be chosen 
when the output and speed of the motor are fixed, 
and that — when the supply frequency is given — the 
motor speed ought to be high in comparison. To 
reduce the field turns as far as possible, the air-gap 
and the saturation of the respective iron paths must 
be kept down. If, for instance, the turns of the field 
winding of a certain motor are a-times smaller than 
those of the armature winding in series between the 
brushes, and if the frequency of rotation is 6-times 
that of the supply current, then the power-factor is, 
approximately. 

1 
cos ^ = 



y^^^J 



This equation is obtained by reference to fig. 16, 
the ohmic drop E^ being neglected. 

For a = 1 and 6 = 1 cos ^ = 0-707 
„ =1-5 „ =1-5 „ =0-915 
„ =2 „ =2 „ =0-970 

The equation for cos^ just quoted takes account 
neither of the self-induction of the armature nor of 
the field leakage. The latter is insignificant, how- 
ever, on account of the small M.M.F. involved. 
While the leakage-coefficient of continuous-current 
machines ranges from 1*10 to 1*20, it varies for 
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normal single-phase series motors from 1*03 to 1*08. 
It implies that from 3 to 8 per cent, more lines of 
force are linked with the field winding than with the 
armature winding. Its efifect upon the power-factor 
can be taken account of by substituting in the above 
equation a//^ for a, /denoting the leakage-coefficient. 
Of greater importance is the self-induction of the 
armature, all the more so as the number 
of armature A.T. is kept large for other 
^^ reasons. The dispersion of the arma- 
ture may be approximately arrived at 
as follows : — ^We assume that — ^in the 
case represented by fig. 17 — the com- 
^ pensating winding has no resistance, 
and obtain on this basis the diagram 
fig. 45, in which the points 0, C, D, E, 
A', A, B', and B lie on a straight line. 
and C coincide in this diagram. 

E represents the A.T. which con- 
duce to the dispersion, assuming the 
reluctance of the dispersion path to be 
the same as the reluctance of the path 
of the main armature flux. Let the 
ratio OE/OA be denoted by o-*; o-* 
^^' * corresponds to the dispersion-coefficient 
(T, well known in connection with the theory of three- 
phase motors. This coefficient <r*can be calculated 
from the formula 

in which Cj and Cg are constants depending only on 
the type of winding employed, especially on that of 
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the compensating device. This formula is borrowed 
from a paper on the " Dispersion-coefficient of Three- 
phase Motors/* read by Herrn Behn-Eschenburg 
before the Institution of Electrical Engineers.^ It is 
quoted here in a slightly modified form to conform 
to single-phase working. Behn-Eschenburg's original 
formula for this coeflBcient contains a third term, 
which takes account of the dispersion due to the 
slots ; but this third term, being of small importance, 
has been left out in our case. According to 
Dr Behn-Eschenburg, C^ = 3 and Cg = 6. It has been 
pointed out by others (Hobart, Guilbert), however, 
that the value assigned to C^ is decidedly too small, 
and we will assume the correct values to be Ci = 4-5 
and €2 = 6.2 

H= (average number of armature slots per pole 
plus average number of slots of the short-circuited 
compensating winding per pole) 2. 

S is the air-gap in cm., and 

I is the axial length of the armature core in cm. 

In the case where the air-gap is the same all 
around the armature, the RM.F. induced in the 
armature winding by OE=(r*xOA can be taken 
into account by assuming that the field turns are 
increased by a number of turns equal to 

(Tk X (armature-turns in series between the brushes) ^ 

or, what amounts to the same thing, we can substitute 

' See T?ie EleOrieian, vol. lii pp. 625, 647, 741, 821, and 
954. 

^ In Behn-Eschenburg's paper the difference between <r for three- 
phase and single-phase motors is not dealt with, but a reflection will 
make it clear that <r is larger for a single-phase winding than for a 
three-phase winding. 
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for a the expression ^ =-5. Thus the corrected 

formula for the power-factor is 

^ 1 . , . , 4-5.65^ 

This formula takes account of the leakages of the 
field flux and armature flux but not of the motor 
losses. By taking the latter also into consideration, 
the power-factor will come out from about J to 1 J 
per cent, higher than calculated from the above 
formula. This small increase may be left to the 
estimation of dynamo designers. 

Turning to the question of comviiUcUion, it has been 
shown that — contrary to what happens in d.c motors 
— sparking is not worst at full load but at starting 
at full voltage ; for the starting current is considerably 
larger than full-load current, and the alternating field 
induces in a short-circuited coil an E.M.F (in volts) of 

E,p = 4*44 X freq. of supply x turns per seg. x flux from one pole x 10-^. 

Only small motors are started with the full voltage 
applied at the terminals. For medium-sized and for 
large motors the supply voltage is stepped-down at 
starting. To arrive at a just conclusion, the question 
of sparking at starting ought to be considered in 
conjunction with the starting torque the motor is 
required to develop. If, for example, the motor is 
specified to exert at starting 4 times the full-load 

^ This formula relates, strictly speaking, to motors only having 
a distributed stator winding and a constant air-gap all around the 
armature ; it will be shown later on in an example, however, that it 
also applies to motors with well-defined poles. 
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torque, the voltage at starting will have to be reduced 
to such an extent that the starting current is about 
2J times the full-load current. The torque would 
increase with the square of the current if the iron 
remained constantly unsaturated ; but since this is not 
the case, more than double the full-load current has 
to flow through the motor to give the requisite starting 
torque. Generally speaking, the current will have 
to be increased from 2*2 to 2*5 times the normal 
current, and the field flux will have increased to from 
1-6 to 1*8 times what it is at full-load. The trans- 
former voltage induced in the short-circuited coil 
increases in proportion with this field flux. 
At starting, the sparking- voltage is 

E, = 4-4 X freq. of supply x turns per seg. x field flux at start, x 10"^. 

If the permissible limit of the sparking voltage, 
Ey> has been fixed, and if the frequency of supply is 
given, we get at once from this equation the limit- 
ing value of the product (field flux at starting x turns 
per segment). Since the field flux at starting is fixed 
for a given starting torque, it is seen' that the product 
(turns per segment x field flux at normal load) is also 
a fixed quantitv, i.e. 



4*4 a x frequency 



in which 2; = turns per segment, 

M = field flux at normal load, and 
a = ratio of field flux at starting to field 
flux at normal load. 

Taking as an example a = 2 and E;-=8, it follows 
that at a frequency of supply of 12*5, 25, and 50/^ 
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per second, the product zM must not exceed the 
values 8x10®, 4x10®, and 2x10® respectively. 
The lower the product zM can be kept below these 
figures the better is the commutation at starting. 
For a frequency of 50/^ per second zM must be 
kept very low to ensure satisfactory commutation at 
starting, and such low figures are only made possible 

(1) By adopting a large number of poles, or 

(2) By choosing a small number of turns per 

segment. 
The latter means is only profitable if the armature 
voltage is low, and it thus follows that the higher 
the supply frequency the lower ought to be the 
armature voltage employed. 

The effect produced by varying the number of 
poles will be elucidated by an example: — Assume 
that a 50-H.P. motor is to be designed to run at a 
normal speed of 750 revolutions per minute, the 
frequency of supply being 25 /^ per second. A d.c. 
motor of the same output and speed would un- 
doubtedly be designed with 4 poles. If our single- 
phase motor had also four poles, we would get 

6 = =^ =1. But it will be better, with regard both 

to the commutation and to the power-factor, to 
design our motor with 6 or 8 poles, corresponding 
to a 6 = 1-5 or 2. It is not advisable, however, to 
have too many poles, since the advantages gained 
thereby do not keep step with the increase in manu- 
facturing costs. With an increasing number of poles 
the pole-arc — and, consequently, H also — have to be 

4*5 6^ 
reduced, and this means that <r» — :g^ -h-r increases. 

XI* * 
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If the diameter of the armature is kept constant 

while the number of poles is augmented, the ex- 

4*5 
pression -^ increases with the square of the number 

of poles. If, on the other hand, the pole-arc is 
kept constant, i.e. if the armature is increased in 
diameter and reduced in length, then the expression 

-J- increases. By increasing the number of poles 

a = ??5^^£^_J^£5? changes also, unless the armature 
field turns 

diameter be increased in the same ratio as the 
number of poles. This, however, would lead to large 
diameters and very short lengths. With a given 
air-gap, the field turns increase almost proportion- 
ally with the number of poles, since it is not of 
advantage to reduce the gap-density. But the 
armature-A.T. certainly do not grow in the same 
ratio; they remain nearly proportional to the 
diameter, and, as already explained, it would not be 
economical to increase the diameter in the same 
ratio as the number of poles. The increased number 
of current-circuits in the armature (in the case of 
a lap-wound armature i) is also a drawback and 
necessitates a lower armature voltage in order to 
keep the number of turns per segment, the same as 
when fewer poles are employed. If the armature 
voltage is fixed by other considerations, however 
and if it is necessary for this reason to employ a 
larger number of turns per segment when increasing 

1 A wave winding would be equivalent, as regards commutation, 
to a lap winding having a correspondingly larger number of turns 
per segment. 
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the number of poles, then it is obvious that nothing 
can be gained in the way of commutation by adopt- 
ing the larger number of poles. It is thus seen that 
— quite apart from questions of cost — it is by no 
means always of advantage to increase the number 
of poles. 

In our 50-H.P. motor, for instance, ten poles 
would undoubtedly be too many, and it remains to 
be decided by a careful comparative calculation 
whether 6 or 8 poles would give the better results. 

In the case of a single-phase series motor a 
reduction in the supply frequency is always of 
advantage, and this constitutes one of the chief 
characteristic features of this type of motor and one 
which distinguishes it, as we shall see later, from 
the two other representatives of sii^le-phase motors. 

If a single-phase series motor, which has been 
designed for 25 /^/ per second, is run from a supply of 
12'5/^/per second, the commutation at starting is 
improved in the ratio of 1 to 2, and the power-factor 
has become higher because b in the equation for 
the power-factor is inversely proportional to the 
frequency. If, for example, cos = 0*8 at 25/^ per 
second, it will become 0'935 at 12'5 /^ per second and 
0'984 at 6*25/^ per second. At a sufficiently low 
frequency, the difference between a d.c. motor and 
a single-phase series motor is very small. 

When the supply frequency is very low, the com- 
mutation at starting becomes of less importance 
than that at full load. According to previous ex- 
planations, the sparking voltage at full load is the 
geometrical sum of three vectors — viz. the reactance 
voltage R (fig. 21), the transformer voltage W, 
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and the rotation voltage A. A, of course, is in 
phase with the vector OE in fig. 17. At a given 
current and speed K is totallj independent of the 
frequency, W is proportional to the frequency, 
while OA slowly increases as the frequency 
diminishes. (fig. 17) induces anRM.F. which 
counterbalances the ohmic drop in the short-circuited 
compensating coil, and is evidently proportional 
to the resistance of this coil and inversely propor- 
tional to the frequency. If is lai^e compared 
with D and D E, then O A is approximately in- 
versely proportional to the frequency. If, on the 
other hand, is small compared with D and 
DE {ie. if the ohmic resistance is small in com- 
parison with the reactance of the short-circuited 
compensating coil), then OA (fig. 21) is nearly 
independent of the frequency. 

If the motor is designed for a low frequency, it is 
thus important to provide a short-circuited com- 
pensating coil with a low resistance, otherwise the 
compensation will be unsatisfactory. In fact, there 
is no doubt that for very low frequencies a short- 
circuited compensating coil is to be entirely avoided. 
In such cases the design of a single-phase series 
motor becomes quite similar to that of a d.c. series 
motor. When the frequency is so low that a com- 
pensating winding is not necessary, the air-gap 
density is chosen higher than for high frequencies ; 
at the same time the armature-A.T. and the number 
of poles are reduced, but each pole becomes bigger 
of course and is provided with more field- A.T. 
The length of air-gap loses in importance, and it 
may be said that such a single-phase series motor 
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is as good as a d.c. series motor. In many cases it 
would even be preferred because of the possibility of 
transforming the voltages up and down, thereby 
making it possible to use high-tension currents for 
transmission purposes in conjunction with a low 
voltage across the armature. 

It will be shown later on that these relations as 
to frequency do not hold good in the repulsion motor 
and Winter-Eichberg compensated repulsion motor. 
For this reason the single-phase series motor is 
always best when the supply frequency is low. True, 
a low frequency means costly transformers and is 
unsuitable for electric lighting, but these disadvan- 
tages are certainly more than outweighed by the 
saving in the motors. Transformers, with the 
exception of the transformer on the car (in the case 
where motors are used for traction purposes), can be 
dispensed with, and other advantages are secured 
by supplying the lighting circuits independently. 

The alternators in the power-station would be 
wound for high voltages (say, from 10,000 to 15,000 
volts) and directly coupled to low-speed engines. 

The reason why such a high frequency as 25 /^ per 
second is proposed in connection with single-phase 
traction is to be sought not so much in the fact that 
the transformers for such a frequency are cheaper 
than those designed for fewer cycles per second, or that 
existing patterns of alternators are unsuitable for a 
low frequency, but rather in the fact that a frequency 
of 25 /^ per second suits repulsion motors best and 
that advocates of other types of single-phase motors 
feel bound, for commercial reasons, to compete on the 
same basis. 
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At comparatively high frequencies the sparking 
voltage is all-important. An increased sparking 
voltage may be permitted if resistance is inserted 
between the armature winding and the commutator 
segments, as fully explained in a previous chapter. 
Such a means entails increased losses, and is not as 
effective as the brush resistance. 

In order to keep the sparking voltage per brush 
within reasonable limits, the brush is made to cover 
only a few (about two) segments. The normal 
reactance voltage (OR) could be compensated by 
replacing the short-circuited compensating wind- 
ing by a corresponding winding in series with the 
armature^ and having more A.T. than the latter. 
Although such a compensating winding leads to 
increased cost and a reduced power-factor, it may be 
employed with advantage when it is found necessary 
to improve the commutation at full speed rather than 
at starting. 



CHAPTER XIII. 

THE REPULSION MOTOR. 

Mr Lamme (see the Jownal of the American 
Institute of JEledrical Engineers ^ vol. xxi. pp. 61 to 
126) was the iSrst to point out that the repulsion 
motor is essentially a combination of the series motor 
and the transformer. In view of this, the design of 
a repulsion motor is more limited in various directions 

^ Such a 'forced' compensating winding is employed bj the 
General Electric Co. of Schenectady, and has also been adopted by 
the Westinghonse Co. and by the Siemens- Schuckert Co. 
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than that of a series motor since due regard has now 
also to be given to the transformer part of the motor. 
We may remark at once that it is advantageous to 
employ series motors at speeds beyond synchronous 
speed, while the best speed for repulsion motors is 
synchronous speed. 

It is easy to design a good series motor for a = =-r 

not exceeding 4. In repulsion motors this ratio 
ought to range from about O'S to 1-3. It was shown 

JUT "VT/ 

previously that ^ = _. Hence to obtain a high 

value of ;r=-, M^ will either have to be excessively 

N 

large or M. unnecessarily small. Both expedients 
give bad results. A ratio of ^^^^ = 2 at full-load is 

undoubtedly bad. These limiting conditions are of 
special moment when the frequency of supply is low, 
since the poles and magnet frame then assume large 
proportions. In fact, there is quite a wide range of 
frequencies and sizes for which a satisfactory repulsion 
motor cannot be made. In this respect the repulsion 
motor is similar to the induction motor, while the 
single-phase series motor resembles its d.c. prototype. 
The commutation at starting is expressed by the 
following equation : 

N»M10-8 = ^. 
4*4 

This expression is the same as for a series motor, and 
in order that the commutation at starting may be 
satisfactory the product N^M must not exceed a 
certain value. The latter depends on the kind of 
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carbon used, etc., and can be determined experiment- 
ally without difiBculty. 

Taking the above equation as a basis, it is of interest 
to investigate how the constants of the motor vary 
with the frequency. Let us assume that the maxi- 
mum sparking voltage permissible is 8 volts. This 
is a value which may possibly be allowed when very 
narrow brushes are employed and when resistances 
are inserted between the armature winding and the 
commutator segments. Of course, a much smaller 
figure would be desirable. Let us also assume that 
the number of turns per segment is reduced to one 
by adopting a suitable short-circuit current across 
the armature, and that the flux at starting is 1^ times 
that at full-load. 

Then, N M = -j?3^^ =121 x W. 

4*4 X 1-5 

We gather that the maximum flux per pole is fixed 
as soon as the frequency is given. When the speed 
is given, the number of poles is fixed and the maxi- 
mum total flux through the armature (pM) can be ^ 
calculated on the basis mentioned. It is possible to 
compute from these relations the limit of capacity 
for which a satisfactory repulsion motor can be 
designed. There is, indeed, a definite connection 
between the capacity, the reactance voltc^e at full- 
load, and the flux ^M. 

It was stated previously that 

Rea t volt - ^ X n/^x ^ X a^m^fe- c^^- X armat. volt. X (^ -h O'lg') 

In our example, therefore, 

Keactance voltage =^l2i£^i^PHtx(£+0V). 
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Mow, pM is a given quantity, as explained. The 
reactance voltage at full-load must not exceed a 
certain value, say 5 volts. It is thus clear that the 
output is dependent only on the factor (ff+O'lg'). 
The latter cannot be made indefinitely small for 
practical reasons. A very short armature, for 
instance, would mean a very large diameter. Such 
a design would not be cheap, and it has also to be 
kept in mind that the larger the diameter the larger 
the quantity 0*1/. We conclude that a satisfactory 
repulsion motor cannot be built beyond a certain 
size, the limit depending on the specified speed and 
supply frequency. 

It has already been stated that synchronous speed 
is the best speed, as regards commutation, for the 
motor to run at when on full-load. The commutation 
is then exactly the same as in a d.c. motor of the 
same dimensions taking the same current and 
running at the same speed. The reactance voltage 
is not compensated, and, if due regard is not given to 
this point when designing the motor, sparking may 
even occur at synchronous speed. At speeds above 
that corresponding to synchronism, the commutation 
rapidly grows worse, as was already indicated by 
fig. 33. 

fTot alone the commutation but also the iron losses 

depend on the ratio =^, and they disappear when the 

armature rotates at synchronous speed. In the case 
of the series motor there is no speed at which the 
iron losses are zero. 

The power-factor of the repulsion motor may be 
calculated from the formula given in connection with 
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the series motor. But this does not mean that the 
power-factor is the same in both cases for the same 
output, speed, and frequency, because these two types 
of single-phase motor are so differently designed that 
the factors in the formula for the power-factor assume 
different values in each case. As a rule, the power- 
factor of a repulsion motor will be lower than that 
of a series motor, as the latter is generally run above 
synchronism. Since this is especially the case when 
the frequency of supply is low, it may be said that 
at low frequencies the power-factor of a series motor 
is higher than that of a repulsion motor, while at 
high frequencies the power-factors of both types are 
approximately the same. 

In connection with the paper before the American 
Institute of Electrical Engineers, referred to above, 
Mr P. Steinmetz contended that the repulsion motor 
had an advantage over the series motor inasmuch as 
the current in the former's short-circuited path had 
the lead of theT primary current. Mr Lamme, on the 
other hand, suggested that the repulsion motor 
must be inferior to the series motor because in the 
former there was the additional leakage of a trans- 
former. Neither contention bears investigation. 
The lead of the short-circuit current gives rise to 
more disadvantages than otherwise. It is true that 
the fact of the rotor current leading the stator current 
forms the essential difference (as far as the diagram 
is concerned) between the ordinary induction motor 
and the repulsion motor. It is also true that the 
power-factor is improved by this phenomenon, but, 
on the other hand, it conduces to a lower torque at 
the same losses and to a worse commutation. 
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The author does not contend that the series motor 
is better in this respect, for the current in the short- 
circuited compensating winding also leads the 
primary current. In many cases the current in 
the compensating winding even leads the terminal 
voltage. This can more easily be achieved in a re- 
pulsion motor than in a series motor; but it is 
never of advantage, as already stated. 

With regard to Mr Lamme's remarks, it must be 
noted that the same leakage which occurs in repulsion 
motors also occurs in series motors, for the short- 
circuited compensating coil is nothing else but a 
transformer winding. And it is well known that the 
leakage of a transformer which is short-circuited is 
equal to or even higher than that of a transformer at 
full-load, assuming the currents to be the same in 
both casea 

While our conclusions, so far, were not altogether 
favourable to the repulsion motor, this type of motor 
nevertheless possesses some characteristic features 
which render it far superior to the series motor in 
certain conditions. One of the chief advantages is 
that the iSeld current and the armature current and 
the terminal voltage and the armature voltage are 
quite independent of one another. Thus the de- 
signer may adopt any armature voltage he may 
think fit. This freedom of choice is of special 
advantage in connection with small stationary 
motors (such as are used for cranes, lifts, com- 
pressors, and the like) which are fed directly from, 
say, a 500-volt supply. In such cases an armature 
voltage of from 400 to 500 volts would be objection- 
able. By employing a lower voltage for the armature, 
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however, the turDS per segment can be reduced to 
one or two, and this again leads to such a decrease in 
the sparking voltage that repulsion motors can be 
designed for 50 or sometimes even 100 ^^ per second 
having a satisfactory commutation although a low 
eflBciency. 

The series motor could not compete with the 
repulsion motor in such conditions, and if the size 
of the motor be small, even a continuous-current 
motor might be inferior to a repulsion motor. The 
superiority of the repulsion motor is still more pro- 
nounced when the supply voltage exceeds 500 volts. 
For large motors this advantage of the repulsion 
type disappears, since it is then possible to design 
a series motor also with only one turn per segment. 
Another good feature of the repulsion motor is the 
absence of the tendency to flashing-over at the 
commutator. It has been stated that such a ten- 
dency does also not exist in series motors; but it 
is difficult to see how this can be so, and it is 
probable that this tendency to flash-over exists in 
series motors also, although perhaps not in the same 
degree as in d.c. motors. The fact that the speed of 
a repulsion motor may be varied by simply shifting 
the brushes constitutes a further advantage of this 
type, especially when used as a stationary motor. 

In fig. 26 the repulsion motor was shown as having 
two distinct stator windings. Actually, the motor 
is provided with one stator winding only, forming 
a certain angle a with the line connecting the 
brushes, and the two windings in the figure merely 
represent the components in the direction of the 
aj-axis and the y-axis respectively. If, for example, 
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the stator winding consists of n turns, then w x sin a 
is the number of turns producing the field flux, 
while nxcosa turns produce the transformer flux 
in the direction of the y-axis. Thus the field flux is 
altered by shifting the brushes. For the repulsion 
motor we have 

Stator turns in the direction of the y-axis ^. 

a== ; i r^ ; w^ = COtaU Q. 

Stator turns in the direction of the aj-axis 

For traction motors, of course, it is advisable to 
regulate the speed by varying the terminal voltage 
by means of a transformer. 

It was shown in a previous chapter that the short- 
circuit current in the coils undergoing commutation 
increases the power-factor at low speeds but reduces 
it when the speed increases beyond synchronous 
speed. This has to be remembered when calculating 
the power-factor, for the formula is only strictly 
correct when the armature rotates at synchronous 
speed. At speeds higher than this the eflFect on the 
power-factor is particularly pronounced, because the 
field flux diminishes, as a rule, while the short- 
circuit current in the coils under the brushes 
increases rapidly. If a motor, therefore, which had 
been designed for synchronous speed were run at 
double this speed, its power-factor would be found 
to have decreased considerably. 

If, on the other hand, the motor were run below 
synchronous speed, the increase of the power-factor 
would be insignificant, because the M.M.F. of the 
field winding is then generally very large and the 
percentage change in the magnitude and phase of 
the field flux is, consequently, small. 
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In the series motor the influence of the coils 
undergoing commutation is always in the direction 
of improving the power-factor, and this is a feature 
in favour of this type. 



CHAPTEE XIV. 

THE COMPENSATED REPULSION MOTOR. 

This motor has many characteristics in common 
with the repulsion motor. Its best speed is syn- 
chronous speed, and when run much beyond this the 
same objectionable phenomena appear as in the 
repulsion motor — ^viz. a high saturation in the direc- 
tion of the transformer-axis, a low flux density in 
the a:;-axis, and a high sparking voltage. 

Since the armature voltage is no longer inde- 
pendent of the stator voltage, it would seem that 
this type of motor is hardly suitable for small 
stationary motors (say, for an output less than 
10 or 15 H.P.) as an additional transformer would 
involve an unwarranted expense. The number of 
sets of brushes is doubled, at least when a lap 
winding is employed; hence the distance between 
adjacent sets is halved if the commutator is to 
remain the same as in the corresponding repulsion 
motor. But in practice a larger commutator is a 
necessity in order to dissipate the increased friction 
losses and C^E losses under the brushes, this increase 
amounting to from 20 to 50 per cent. The exact 
percentage increase depends largely on the * field' 

8 
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brushes (the brushes in the a;-axis) which, as a rule, 
may be very much smaller than the short-circuited 
brushes (the brushes in the y-axis), because not only 
is the " field " current smaller than the short-circuit 
current but also because the losses under these 
brushes are comparatively small. This is clear 
when it is remembered that no E.M.F. is induced in 
the coils short-circuited by the * field ' brushes, the 
only loss in these coils being due to the reactance 
voltage caused by the commutation of the * field' 
current. Besides, this reactance voltage can be com- 
pensated by a simple contrivance which, if provided, 
not only improves the commutation but also reduces 
the losses considerably. 

Against these drawbacks, the compensated repul- 
sion motor has a high power-factor. If the latter, 
however, is sacrificed to some extent, then many 
advantages in other directions may be gained. A 
small air-gap is not as essential as in the repulsion 
and series motor, and this is a valuable feature for 
traction purposes. The larger air-gap leads to 
other advantages, viz. deeper slots on the stator 
and increased width of slot. 

For high frequencies or low speeds the compen- 
sated repulsion motor is far better than either of the 
two other types. In the series motor both the com- 
mutation and the power-factor grow worse with an 
increasing frequency ; in a repulsion motor the 
power-factor diminishes as the frequency increases, 
its commutation being independent of the frequency. 
But in the compensated repulsion motor not only is 
the commutation independent of the frequency (as 
it is of the repulsion type) but its power-factor is 
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also independent thereof because of the compen- 
sating winding. 

The compensation is also the reason why this 
kind of motor is especially suitable for low speeds. 
At these low speeds the number of poles re- 
quired becomes large both for the compensated 
repulsion motor and the repulsion motor, and the 
power-factor of the latter type of motor then 
becomes very bad. 

It would certainly be possible to design a series 
motor for the same low speed with fewer poles, but 
in this case a low armature voltage would have to be 
adopted and the power-factor and the commutation 
would not be good. In designing a low-speed com- 
pensated repulsion motor, on the other hand, little 
attention need be paid to the power-factor (because 
this always comes out fairly satisfactory on account 
of the compensation) so that more care can be 
bestowed on those factors which affect the efficiency 
and the commutation. 

Hence, in comparing these three types of motor 
due consideration must not only be given to the 
specified conditions of any particular case but even 
more to those factors which the designer is at liberty 
to settle. 

When the frequency is as high as, say, 60 r^ per 
second, the compensated repulsion motor alone de- 
serves serious consideration. This is undoubtedly true 
for traction motors, but even for stationary purposes 
it is highly probable that the repulsion motor would 
be discarded in favour of the compensated repulsion 
motor. The series motor stands a poor chance at 
such frequencies. 
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For very low frequencies, say, from 8 to 16/^ 
per second, the series motor is by far the best. 
Sparking at starting may be almost entirely pre- 
vented, even when starting with a large torque, 
and in all but extreme conditions the power-factor 
will be as high as in the best modem three-phase 
motor. 

If the frequency is left to the designer's choice, it 
can only be decided after a careful consideration of 
all pros and cons of the particular case whether a 
series motor and a low frequency or a compensated 
repulsion motor and a high frequency is preferable. 
The kind of prime movers (st-eam turbines, low-speed 
steam-engines, gas-engines, and so forth) existing or 
to be employed will also influence the decision one 
way or the other. 



CHAPTER XV. 

THE CALCULATION OF A SERIES MOTOR, REPULSION 
MOTOR, AND COMPENSATED REPULSION MOTOR ON 
THE BASIS OF EQUAL COST. 

In the following chapter we propose to calculate 
one motor of each type in order to show how 
the conclusions arrived at in the earlier part of 
the book may be employed in practice. All ques- 
tions concerning commutation will be fully dealt 
with, and the temperature rises will be checked 
roughly. 
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The Calculation of a Series Motor (60 H.P.) 

Let us assume that our 60-H.P. motor is to be fed 
from a 25 /^w supply, and is to run at full-load at 500 
revolutions per minute. We adopt the following 




Fig. 46. — Part-section through the 60 H.P. single-phase series 
motor. 

constants and dimensions for the motor, and check 
backwards to see how the motor behaves. Fig. 46 
represents a section through part of the motor. 

Number of poles .... 8 

Armature Core. 

External diameter of armature, 60 cm. 

Internal „ „ stampings, 40 „ 

Number of slots, .... 96 

Pole-pitch, 23-5 cm. 
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Dimensions of the slot, . 

Minimum width of tooth, 

Length between end plates, . 

Number of ventilating ducts, 

Width 

Effective length of armature, 



3-5 X 1-2 cm. 

0-53 „ 
25 „ 

4 

1 cm. 
18-9 „ 



Armature Coppbb. 

Number of conductors per slot, 8 
Dimensions of conductor, bare, 1'3 x 0*2 cm. 
Dimensions of conductor, insu- 
lated, 1-35 X 0-25 „ 

Arrangement of conductors, . . 4x2 
Effective length of one armature turn, 38 cm. 

Free „ „ „ 70* „ 

Average „ „ „ 108 

Number of armature turns, . . 384 
Number of current circuits in 

the armature, .... 8 
Number of turns in series between 

adjacent brushes, ... 48 

We will adopt a flux density of 18,000 lines per 
sq. cm. at the root of the teeth at full-load. If we 
make the pole-arc = 70% of the pole-pitch and assume 
that the pole flux spreads out 10%, it is found that 
the section of the teeth (measured at the root) 
through which the flux from one pole passes is 
equal to 

12 X 0-7 X 1-1 X 0-53 X 189 = 92-5 sq. cm. 

Hence the flux from one pole at full-load : 

M = 1-66 X 10« lines of force. 



Digitized by 



Google 



CALCULATION OF A SERIES MOTOR. 119 

We are now able to investigate the commutation 
at starting. If at this moment the field flux were 
the same as at full-load, the E.M.F. induced in a 
coil of one turn short-circuited by the brushes 
would be 

E = 4-44 X 25 X 1-66 x lO'^ = 184 volts. 

This value corresponds to a starting torque equal 
to full-load torque, and is so low that we may predict 
with confidence that our motor can start sparklessly 
with twice or three times the normal torque. In 
fact, it is easily seen that the motor would start well 
if the full voltage were applied at its terminals. 
This is so, because even the greatest rush of current 
would hardly increase the tooth-density of 18,000 
lines per sq. cm. by more than 50 to 70%. Hence 
the induced voltage E can in no circumstance exceed 
about 3 volts, and this is so low that sparkless 
commutation at starting can be obtained with high 
resistance carbon brushes alone, no resistances 
between winding and commutator segments being 
necessary. But such a rush of current would be 
objectionable for other reasons, and the voltage 
would on this account be stepped-down at starting. 
If twice the normal torque be required at starting, 
we may estimate, as a first approximation, that the 
current will have to be 55% above its normal value, 
the corresponding field flux being 30% greater than 
at normal load (1*55 x 1*30 = 2). Thus the induced 
voltage in a commutating coil at starting comes to 
2*38 volts. Such a low value permits the use of a 
brush covering 3 segments. Since our E corre- 
sponds to one turn per segment, our commutator 
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must obviously have 384 s^ments. This means a 
rather large commutator. For the latter we choose : 



Diameter of commutator, 


50 cm. 


Number of segments, . 


384 


Width of segment plus insu- 




lation, .... 


0-41 cm. 


Width of segment alone, 


0-33 „ 


Width of brush 3x0-41 = 


1*2 cm. nearly. 



Before determining the length of our commutator 
let us check the commutation at full-load, because 
— owing to the high flux-density employed at this 
load — it may be found to be worse than at starting. 

Let Ja= Normal armature current, and 

Ea= Armature voltage due to rotation at 
normal load. 

Then, according to the formula on p. 41, 

Reactance volt, at full load=^^ ^/f ^'^^'^^+Q'^^') 

4 X flux per pole 

- V2 J«xEa(38-f01x70)^j E.x38-2xl0-«. 
1-66 X 10® 

But Ea=4 X 48 X N X effective flux per pole x 10"^ 
• =4 X 48 X 33-3 X Vix 1-66x10-2 = 75 volts. 

If the current density in the armature copper be 
300 amperes per sq. cm., we get 

J« = 8 X 0-26 X 300 = 620 amperes. 

Hence E, (at f ulHoad) = 620 x 75 x 382 x 10-« = 178 volts. 
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The voltages 1*78 and 1*84 are in quadrature, and 
we get for the sparking voltage at full-load : 

ViW+T84'=2-55 volts. 

Thus the commutation is also satisfactory at full- 
load. The full-load capacity of the armature is 

620 amperes X 75 volts =46-5 kw. (60 H.P.). 

If we allow a nominal current density under the 
brush of 6 amperes per sq. cm., we get : 

Number of sets of brushes, . . 8 

Number of brushes per set, . . 6 

Section of one brush, . . 1*2 x 3*6 cm. 

Efifective length of commutator, . 26 „ 

Total length of commutator, 30 „ 

The question now arises whether the commutator 
is large enough to dissipate the heat generated. 
Assuming a pressure of the brush on the commutator 
of •! kg. per sq. cm. of contact area and a coeflBcient 
of friction of 0*3, the friction losses come to 870 
watts. The C^B losses under the brushes depend 
on the quality of carbon used and on the sparking 
voltage. Now, our present case was dealt with very 
fully froiQ this point of view on p. 23, where it 
was found that for an assumed contact resistance of 
0*3 ohms per sq. cm. contact area the C^R losses 
amounted to 5400 watts. The formula for this loss 
was deduced for a continuous-current motor in which 
the sparking voltage is in phase with the current. 

In an alternating-current motor this is no longer 
the case, but it can be shown that the losses are 
independent of the phase difference between spark- 
ing voltage and current, ie. the formula quoted 
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is correct for alternating current as well as for 
continuous current. 

The maximum C^R loss per sq. cm. occurs at the 
end of the brush, and we find from the table on p. 23 
that this maximum loss per sq. cm. is 105 watts. 

In calculating the sparking voltage, we entirely 
neglected the voltage A in the commutating coil 
due to rotation. This must now be done, but before 
proceeding to carry out the calculation we shall first 
have to settle the dimensions of the field winding 
and of the compensating coil. We will fix the 
following dimensions for the stator : — 

Air-gap, 0*3 cm. 

Inside diameter of stator stampings, 60*6 „ 

Pole-arc / pole-pitch, ... 0*7 

Pole-pitch, 23*7 cm 

Pole-arc, 166 „ 

We provide each of the 8 poles with 12 semi-closed 
slots, 4 cm. deep, 0*9 cm. wide, and with an opening 
at the air-gap of 0*2 cm. (see fig. 46). These slots 
contain the short-circuited compensating winding, 
the stranded conductor of which shall have a section 
of 3*5 X 0*7 cm., the copper section being 1*95 sq. cm. 
The stator teeth have a minimum peripheral width 
of 0*445 cm. and a maximum width of 0*57 cm. 

Calculation op the Field Winding. 



Section of armature iron, 


. 246 sq. 


cm. 




„ „ teeth (at root), 


. 92-5 


» 


> 


air-gap, . 


. 290 


>» 


„ stator teeth. 


. 109 


>i 




„ iron, 


. 236 


» 
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Flux density in armat. core, 6700 lines per sq. cm. 
„ teeth, 18,000 

„ air-gap, 5,750 

„ „ stator core, 7,000 „ 

„ teeth, 15,200 

We estimate that it requires 1750 field-A.T. per 

pole to produce the normal flux. The efifective A.T. 

1750 
per pole are — j==1240 A.T. Two field turns 

are thus required per pole (the current is 620 am- 
peres), and we choose a stranded conductor, 30 cm. 
X 0*8 cm. bare and 31 cm. x 0*9 insulated, and having 
a copper section of 1-92 sq. cm. 

Each of the 8 short-circuited compensating coils 
has a resistance of 0000665 ohms, and the resistance 
of the field winding is 0*000035 ohms per pole. The 
8 field coils are connected in series, the total field 
resistance being 8x0 '000035 = 000428 ohma The 
C^R loss in the field winding is 320 watts, while 
the C^E loss in the short-circuited compensating 
coils comes to 

5002 X 8 x 0*000665 = 1330 watts. 

The current (500 amperes) in the compensating 
coils has been computed on the assumption that the 
A.T. of these coils amount to 80 per cent, of the 
armature A.T. While the armature winding is 
uniformly distributed around the armature, the com- 
pensating coils only take up from about 60 to 65 
per cent, of the periphery, being for this reason more 
effective. Besides, about 30 per cent, of the arma- 
ture windings are more or less ineffective owing to 
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the recesses in the stator to accommodate the field 
winding. At these places the reluctance is very 
great, comparatively speaking. 

In order to arrive at the magnitude of the flux in 
the direction of the brushes, we make the assump- 
tion that the armature A.T. between the pole-tips 
(ie. 30 per cent of the total cumature A.T. per 
pole) have to produce a flux across an air-gap of 
0-3 cm. -I- 4 cnL=4-3 cm., the flux being in phase with 
the current. This assumption leads to practically 
correct results as long as the ordinary air-gap is small 
compared with the dimensions of the recess. But this 
assumption would be entirely misleading were, for 
instance, the laminated stator to extend right curound 
the armature without any recesses, because the flux 
in the direction of the brushes would then form a 
considerable percentage of the total flux and would 
aflfect the short-circuit current of the compensating 
coils correspondingly. 

According to above, the flux density in the direc- 
tion of the brushes will be 1-25 x 1100/4-3 = 320 
lines per sq. cm., and the KM.F. induced in a short- 
circuited armature coil by rotating through this 
flux is 

= 1570 X 42 X 320 x 10-8 = 0-2 volts. 

This voltage is obviously in phase with the current 
and with tiie reactance voltage and has to be added 
to the latter, increasing its value from 178 volts to 
2*0 volts, very nearly. 

The armature A.T. beneath each pole are com- 
pensated by the A.T. of the corresponding compen- 
sating coil, but the geometrical sum of these two 
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sets of A.T. is not zero but has a value sufficient to 
induce in the short-circuited compensating coil an 
E.M.F. equal to the ohmic drop in voltage in this 
coil. These resultant A.T. are much smaller, how- 
ever, than the armature-A.T. between the pole-tips. 
Since the reactance volts^e itself is only a com- 
ponent of the sparking voltage, we may neglect this 
small additional voltage (0*2 volts), at least in the 
present case. In other cases it will be sufficient to 
estimate it. Hence we need make no corrections 
backwards with regard to the commutator losses, 
the values of which we repeat : 

Friction losses, . . 870 watts. 

C^K „ ... 5400 „ 

Total commutator losses, .• 6270 „ 

Cylindrical surface of commutator = 50x^x30 = 
4700 sq. cm. Thus 1*3 1^ watts must be radiated 
from every sq. cm. Such a value corresponds to a 
final temperature rise of from 60° to 70° C, and if 
this is deemed too high, the commutator must be 
lengthened and the brushes reduced in thickness. 

The power-factor is calculated from the formula 
given on p. 98. 

Number of slots of the compensating 
winding per pole (Hj), . . . = 12 

Number of slots of the armature 
winding per pole, . . = 12 

Pole-arc / pole-pitch, . . . = 0*7 

^ A much smaller figure would have been found if the commu- 
tator losses had been calculated in the manner usually adopted in 
practice ; this has to be kept in mind when computing the tempera- 
ture rise from the watts per sq, cm. 
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0-7xl2(H2), = 8-4 

H = ?i±l2, =10-2 

Air-gap (S), = 0*3 cm. 

Length of armature (I), . . . = 25 „ 

4*5 6 X 0*3 
Dispersion coefficient a-j^ = --—--\ — __=0115. 

Neglecting the coefficient / (see p. 96), we get 

and power-factor = 1/^1-25 = 0-895. 

Tt is of interest to check this value by calculating 
COS0 from the diagram of the series motor. The 
voltage generated in the armature by rotation is 75 
volts ; the voltage drop in the armature, under the 
brushes and in the stator winding, is altogether 
about 14 volts, the watt-component of the voltage 
thus being 89 volts. 

The wattless component is the sum of the E.M.F. 
induced in the field winding and the E.M.F.'s induced 
in the armature and compensating windings by the 
leakage flux. The first-named voltage is 

4-44 X 25 X 1-66 x 16 x 10-2 = 29*5 y^its, 

the leakage from the poles being neglected. There 
are 3750 armature~A.T. per pole, of which only 2630 
( = 0-7x3750) are underneath the pole. All these 
2630 A.T. are compensated by the compensating 
winding except <r*x 2630 = 300 AT., which induce 
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an E.M.F. = 29-5x300/1240 = 7-1 volts— assuming 
the flux produced by these 300 A.T. to be inter- 
linked with 16 turns (i.e. the number of field 
turns). But there are 48 turns on the armature in 
series between the brushes and only about 60 per 
cent, of them are interlinked with the leakage flux. 
It is true that 70 per cent, of the armature turns are 
beneath the poles, but it is obvious that less than 
this number is embraced by the leakage flux, and the 
assumed 60 per cent, will be nearer the mark. 
Hence the self-induction in the armature and short- 
circuited winding together amounts to 

71 X 0-6x48/16 = 12-8 volts, 

and the total E.M.F. of self-induction is 

29-5 4-12-8 = 42 -3 volts. 
Therefore 



E = JS9^ + 42-32 = 99 volts and cos <f> = 89/99 = 0-9. 

The agreement between the values of cos^ calcu- 
lated in two dififerent ways is thus very fair. 

The reaction of the commutating coUs upon the 
power-factor can be taken into account as follows : — 
It was shown on p. 46 that the M.M.F. of the coils 
undergoing commutation is given by the expression 

M.M.F. = 0083 7i2 2;EyW. 

In our particular case n = 3, Ey.= 2-55 volts, 

W=resist.of one setof brushes = 0-3/26 = 0-0115ohms, 
and z = turns per segment = 1. 

Therefore M.M.F= 0-083 x 9 x 2-55/00115 = 160 A.T. 
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We now find that, referring to fig. 47, 
OB = 1240 A.T. per pole, 
OR =1-78 volts, 
BB'=:160A.T. per pole, 
0W = 1' 84 volts, and 
OF = JVW+1M^ = 2'55. 

B B' is parallel to OF, and we find by calculation 
B' = 1355 and angle B'O B = 5 degrees, nearly. 
It is therefore seen that the effective field flux is 
, increased by the action of the 

commutating coils by 9 per cent, 
but lags now 5 degrees behind 
the current. This results in a 
diminution of the motor speed of 
some 6 to 8 per cent, and the 
main cuiTcnt will lag — at this 
reduced speed — 27*5 degrees be- 
hind the terminal voltage. Sub- 
tracting from this the 5 d^ees 
between OB and OB', we find 
that the corrected phase-differ- 
ence between terminal voltage and main current 
is 22*5 degrees, corresponding to a power-factor 
cos ^ = 0*925. Of course, the above calculation is 
strictly correct for sine waves only, and the actual 
value of cos <p will be somewhat smaller because such 
sine waves never obtain in practice. Tables II. and 
III. contain the losses in, and the weights of, the 
different parts of our 60-H.P. motor. 




Fig. 47. 
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Tablk II. — Losses (in Watts) 

Iron losses in the stator, 

„ „ armature, . 

C?E losses in the armature, . 
„ „ field winding, 

„ „ compensating 

winding. 

Brush friction losses, . 

C^S losses under the brushes, 

Bearing friction, 

Total losses, 



Output of motor. 
Input, . 
Efl&ciency, . 



700 

800 

1920 

320 

1330 
870 

5400 
600 



11,940 
44,360 
56,300 

79 7o 



Table III. — Weights (in Kg.). 

Armature copper, .... 96 

Field copper, . . . . 60 

Copper of compensating winding, . 92 

Weight of armature stampings (full), 225 

„ stator „ „ 320 

„ commutator copper, . 160 

Total weight of eflfective material, 953 

It cannot be said that the design is particularly 
cheap, but attempts to reduce the cost lead to 
higher sparking voltages. In this respect all depends 
on the specified conditions as to sparking. While 
our motor will just operate sparklessly with high- 
resistance carbon brushes, it would undoubtedly 

9 
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spark badly if two turns per segment were employed 
unless special contrivances are adopted. It might 
be made to run fairly well if, for instance, resistances 
were inserted between the armature winding and 
the commutator segments, but such a solution would 
conduce to an increase in the losses and in the 
winding space and would lead to a higher tempera- 
ture rise and to bad ventilation. In any case, 
resistances can only be decided upon after a very 
careful comparative calculation of various alternative 
designs. 

In comparison with a d.c. motor of the same size, 
the above single-phase series motor is characterised 
by its large commutator. This is chiefly the result 
of the low terminal voltage, the value of which is 

i^P"^' =_5M00_ ^98 volts. 

current x cos ^ 620 x 0*925 

For a terminal voltage of, say, 250 volts, however, 
the commutation would have been very unsatis- 
factory, and without special devices for reducing 
sparking it would be practically impossible to arrive 
at a good design. The design with two turns per 
segment, referred to above, would have allowed a 
terminal voltage of 196 volts to be adopted. 

It is interesting to note that the air-gap of our 
motor is large, the power-factor being high none the 
less. A three-phase motor of the same dimensions 
would have a power-factor of about 0'80 or 0*85, and 
its no-load current would be large — about 40 per 
cent, of the full-load current. 

If the frequency of supply had been 12'5/^per 
second instead of 25/^-'per second, a much better 
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motor might have been designed. A 6-pole motor 
would then have been chosen; the diameter of the 
armature would have been reduced, the length being 
slightly increased. A higher terminal voltage could 
have been adopted, and this would have conduced to 
a smaller commutator and to a decrease of the 
commutator losses. The efficiency, power-factor, 
temperature rise, and commutation would all have 
been improved. The effected saving in material 
would not only have meant lower cost but also less 
bulk, a great consideration in 
traction motors. 

For a still lower fre- 
quency of, say, 5 to 8 cycles 
per second, the design would 
become similar to that of a 
d.c. motor. The compensat- 
ing winding would then be 
dispensed with, higher flux- 
densities would be adopted, 
and the armature could be 
reduced still more. However, 

the number of poles would Fior48.-The terminal yolt- 
still be larger than in the age and its components 

corresponding d.c. motor ; at u - o . 
moreover, the ratio of pole-arc to pole-pitch would 
have to be very small in order to reduce, as far as 
possible, the armature cross AT. and the armature 
flux in the direction of the brushes. This would be 
necessary from the commutation point of view. 

Fig. 48 represents the diagram of our 60-H.P. 
motor at full-load, the general diagram for a con- 
stant terminal voltage being given in fig. 49. The 
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latter is correct for smaller loads, but holds good no 
longer for over-loads owing to saturation. 

The saturation of the iron parts has the effect of 
increasing the short-circuit current of the motor 
beyond the value indicated in fig. 49. This means 



n 

Fio. 49.— The diagram of the 60-H.P. series motor for a constant 
terminal voltage. 

that the actual maximum torque and the actual 
maximum capacity of the motor are larger than 
implied by fig. 49, so that it is permissible to work 
the motor at full-load near to its apparent maximum 
capacity. 

Calculation of a Repulsion Motor. 

We adopt the following dimensions and check 
backwards as before : — 

Number of poles, ! . 6 

Frequency of supply, . . 25 /^ per sec. 
Speed at full load, , 500 reva per min. 

Digitized by VjOOQIC 



CALCULATION OF A REPULSION MOTOR. 133 

Armature : 

Outside diam. of armature, . 50 cm. 

inside „ „ . 25 „ 
Number of slots (the slots 

are open), . . .80 

Dimensions of a slot, . . 37 x 1 '1 cm. 

Pole-pitch, . . . 26-2 cm. 

Minimum width of tooth, . 0*57 „ 

Length between end-plates, . 36 „ 

Number of ventilating ducts, 6 

Width . „ „ . 1 cm. 

Effective length, . . . 27 „ 

Armatwe copper : 

Number of conduct, per slot, 8 

Dimens. of conductor (bare), 1*45 x 0*18 cm. 

„ (insulated), 1-50 x 0-23 „ 

Arrangement of conductors, 2x4 

Eflfective length of one turn, 54 cm. 

'Free * length of one turn, . 78 „ 

Average „ „ . 132 „ 

Number of armature turns, . 320 

„ current circuits, . 6 
„ armature turns in 

series between brushes, . 53^ 

Stator iron : 

Air-gap, . . . .0*3 cm. 

Inside diameter oJ stampings, 50*6 „ 

Outside „ „ 70 

Length between end-plates, 36 „ 

Number of ventilating ducts, 6 

Width „ „ 1 cm. 

Effective length, ... 27 „ 
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Number of slots, . 


110 


Dimensions of one slot, 


4-OxO-9cnL 


Width of slot at air-gap, 


0-4 cm. 


Minimum width of tooth, 


0-34,, 


Stator winding : 




Number of conduct, per slot, 


8 


Arrangement of conductors, . 


2x4 


Dimens. of conductor (bare), 


1-55 X 0125 cm. 


„ „ (insulated). 


1-60 X 0175 „ 


Number of turns in series, . 


220 


Average length of a turn, 


153 cm. 


Eesistance of stator winding. 


0175 ohms. 


Commutator: 




Diameter of commutator. 


43 cm. 


Useful length of „ 


34 „ 


Number of segments, . 


320 


Width of one segment + in- 




sulation, .... 


0-42 cm. 


Width of one segment alone. 


0-35 „ 


Brushes: 




Number of sets of brushes, . 


6 


,, brushes per set, . 


6 


Dimensions of one brush, . 


0-8 X 51 cm. 



We fix the maximum flux density in the narrowest 
part of the armature teeth at full-load at 18,500 
lines per sq. cm. 

The minimum section through the teeth per pole is 

13-3 X 0-57 X 27 = 205 sq. cm. 

But the flux density varies from point to point 
along the periphery of the stator. Assuming the 
distribution of the flux to follow the sine law, the 
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flux density at two points of the stator, one pole- 
pitch distant from one another, would be zero, while 
at a third point, midway between the first two points, 

the flux density would be -J times the average 

density. The actual distribution is not sinusoidal, 
however, (as is fully explained in Appendix I.), and 
this will be taken into account, in our particular 
case, by substituting 175 for '7r/2. 

Thus the average flux density is 18,500/175 
= 10,600. 

Field flux per pole = 205 x 10,600 = 2-18 x 10« 
lines of force. 

The transformer voltage induced by this flux in 
an armature coil undergoing commutation is 

=4-44 X 25 X 218 x 10-2 = 2-42 volts. 

If the starting torque is specified to equal twice 
the normal torque, we get, approximately, 

Sparking voltage at starting = 1*3 X 2*42 = 3*15 volts. 

In our previous example (60-H.P. series motor) the 
sparking voltage at starting was found to be 2*38 
volts, and we were justified in choosing a brush which 
covered three segments. If our repulsion motor is 
to have as good a commutation at starting as the series 
motor, we shall have to reduce its brush width so 
that, say, only two segments are covered. 

As soon as the armature begins to rotate, a 
second voltage is induced between the brushes. 
At synchronous speed this voltage, due to rotation 
through the field flux, is 

E, = 4x 25 XSXM.X 10-8=5333 xM,x 10-8, 
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in which M, denotes the momentary value of the 
field flux. E,^ pulsates in accordance with M« and 
attains its maximum value when M« is at its maximum 
(ie. 218 X 10® lines). Thus the maximum value of 
Eft is 

5333 X 218 X 10« x 10-8= 116 volts. 

If we assume that M« follows the sine law, as 
r^ards time, the eflfective value of E^ will be 

Eft =106/^2 = 82 volts. 

On the further assumption that the current density 
in the armature is the same as in the previous 
example, the total armature current comes to 

6x78=468 amperes, 

and the electrical input into the armature is 

82 X 468 X cos 0^2 = 38,400 x cos ^la, 

in which cos 0i2 ^ ^^® phase-diflference between the 
field flux and the armature current. This angle ^g 
is very nearly equal to the phase-diflference between 
the stator current and the armature current, ^^g will 
be calculated accurately later on ; for the present we 
estimate cos 0i2 = 0*95. The reactance voltage, at 
full-load, is 

4x^2x82x468(54+78)^3.0, ^^^^ 
S X 218 

Our motor is so designed that its armature rotates, 
at full-load, at synchronous speed. It was explained 
in a previous chapter that at this speed all voltages in 
the coil undergoing commutation balance each other 



Digitized by 



Google 



CALCULATION OF A REPULSION MOTOR. 137 

with the exception of the reactance voltage pure 
and simple.^ 

The field A.T. and power-factor are calculated in 
the following manner : — 

Section of armature core, . 312 sq. cm. 

„ teeth per pole, 205 „ 
air-gap per pole, . 707 „ 

stator teeth per pole, . 248 „ 
stator iron, . . 312 „ 

Max. flux densityin armatcore, 7,000 linespersq. cm. 
„ „ teeth, . 18,500 sq. cm. 

air-gap, . 5,400 „ 

„ stator teeth, . 15,500 „ 

„ iron, . 7,000 „ 
Maximum A.T. required for air-gap, 1,300 
„ „ „ iron paths, 250 

Total field A.T. per pole (maximum), 1,550 
Total field A.T. per pole (effective), 1,100 

In order to be able to calculate the necessary- 
number of the transformer A.T., we require to know 
the value of o-* : 

Number of armature slots per pole (Hi) = 13-3 ; 
stator „ „ (H2)=18-3. 

cr.=j^2-F^^ = 0018-F0-06 = 0-078. 

' ^ strictly speaking, this is only trae when the flux is distributed 
in a sinusoidal manner around the armature. A complete analysis 
in this part of the book would haye obscured the chief points at 
issue. A complete investigation will be found in Appendix I. 
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In the triangle A'B (fig. 50) : 
A'B = armature A.T. per pole = 53*33 x 78 = 4160 ; 

N 
B = field A.T. per pole X ^, ; at synchronous speed 

OB = 1100A.T. 

The angle B A' = 90 degrees. 
The transformer A.T. per pole are 

(l + y) X A' = 1-04 V41602-1100* = 4180 A.T. 

It has been already pointed out that the trans- 
former coil and the field coil do not exist separately 
but are combined in one single coil forming an angle 
a with the assumed transformer coil. 

field AT. 



We have tana = 



transformer- A.T. 



stator A.T.= ^(field A.T.)H (transformer AJ.^ 
= ^4180*+1100'=4340 A.T. 

6 X 4340 
Thus the stator current = ^ =118 amperes. 



At synchronous speed the power-factor is 

COS0= . /l /I _L^«2\2 



H^y- 



For the repulsion motor as well as for th^ Winter- 
Eichberg motor 

^ transformer A.T. ^.^^ 

" MTAJI. '^*'*^°"- 

In our case a = jl??=3-8. 

Hence cos ^ = 0*86. 
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It is of some interest to verify this result by a 
method which makes use of the clock-face diagram. 
Fig. 50 gives us, approximately, the phase of the 
armature current, and we make use of this to con- 
struct the exact diagram (fig. 51). 

B (at synchronous speed) = field A.T. per pole = 1100 A.T. 

B B' is perpendicular to the vector of the armature 





Fig. 51. — Voltage diagram of the 
48-H.P. repulsion motor. 



current, and is proportional to the drop of voltage 
in the armature winding and under the brushes. 

53-3 X 1-32 X 002 



The armature resistance is 



6x26 



0-009 ohms ; hence, drop of voltage in the armature 
winding = 468 x 0009 = 4*2 volts. Provisionally, we 
estimate the drop under the brushes to be 3*5 volts, 
so that the total drop of voltage in the secondary 
circuit comes to 

4-2 -^ 3-5 = 77 volts. 
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It was shown that a voltage of 82 volts is induced 
in the armature winding by the field flux. The A.T., 
therefore, which are necessary to produce an E.M.F. 
which will compensate the drop of 7*7 volts are 

1100x^ = 100 A.T. 

OA'=4020 and A = 402o(l+^)= 4020x1 -04 =4180 A.T. 

These two vectors are at right angles to B. Let 

A'C (C being on A'B') = (i-^)a'B'=0-96 A'B', 

then D is the point of intersection of a line drawn 
through A parallel to A3^ and of a line drawn 
through C parallel to OA, We measure OD from 
the diagram and find OD = 1250 A.T. These A.T. 
give rise in the transformer winding to a voltage 

82 y 5^ V turns in the transformer winding 
OB armat. turns in series betw. the brushes 

= 82x^x^^?,>^,7^=380 volts, 
1040 53-33 

Let this voltage be represented by F, perpendicular 
to OD. FG is the voltage induced in the field 
winding by the field flux, its value being 

82^220x8ma^81yolte. 
oo'oo 

GH is the voltage drop in the stator and is equal to 
0175 X 118 = 20-7 volts. OH represents the ter- 
minal voltage, and it is found from the diagram that 
O H = 435 volts. Hence cos ^ = cos (angle A H) = 
0'88. It is thus seen that the value of cos a obtained 
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from the formula (0'86) is 2 per cent, smaller than 
the actual value, this difference being due to the fact 
that the losses were neglected in the former case. 

Commutation and Commutator Losses, — Assuming 
again that carbon brushes having a contact resistance 
of '3 ohms per sq. cm. are employed, the distribution 
of current under the brushes at synchronous speed 
is approximately as shown in fig. 52. At the right- 




0-3 AMPERES PER 6QC0C' 



Fio. 52. — Distribution of current under the brushes of the 
48-H.P. repulsion motor. 

hand side of the brush the current-density is 12*8 
amperes per sq. cm. while at the left-hand side it is 
0*8 amperes per sq. cm., corresponding to a drop of 
voltage between brush and conmiutator of 3*84 volts 
and 0*24 volts respectively. 

At synchronous speed the eflfective drop of voltage 
under the brushes is 

2x(l-8+j^3) = 5 volta^ 

^ This voltage drop is thus a little larger than that estimated 
above, but the difference is so small that it is not necessary to repeat 
the calculations. 
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We are now able to compute the commutator losses : 

C*R losses under the brushes=468x 5 = 2340 watts. 

Friction losses (assuming a pressure of 
01 kg. per sq. cm. contact area and 
a friction-coefficient of 0-3), . = 515 „ 

Total commutator losses, . = 2855 „ 

Since the cylindrical surface of the commutator is 
4600 sq. cm., each sq. cm. is called upon to radiate 
0-62 watts. 

There is hardly any doubt — considering the small 
reactance voltage of our motor — that it would be 
preferable to use a carbon brush with a lower contact 
resistance than assumed. But it must be remembered 
that synchronous speed is by far the best speed as 
regards commutation. In practice, motors will usually 
be required to operate satisfactorily over a wide 
range of speed ; we will therefore investigate the 
motor as to sparking for a couple of other speeds also, 
assuming that the terminal voltage remains constant 
and that the position of the brushes is left unaltered. 

Let us first consider the speed at which the stator 
current is 1^ times full-load current. Although the 
field A.T. have increased 50 per cent., the actual in- 
crease in field flux is much less (about 25 or 30 per 
cent.) owing to the high saturation — 18,500 lines per 
sq. cm. — ^in the teeth at normal load. If required, the 
exact value of the new field flux can be calculated 
with the aid of the saturation curve. It must be 
remembered, however, that the distribution of flux 
along the air-gap does not follow the sine law when 
the flux densities are high; in such cases the dis- 
tribution is represented by a curve the top of which 
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is more or less flat. The actual distribution may be 
determined by first plotting the saturation curves in 
the directions of various radii, and then making use 
of them for calculating the flux densities at the 
different points in the air-gap corresponding to the 
various radii. 

In the present case an assumed 25 per cent, increase 
of the flux density in the direction of the aj-axis would 
correspond to an apparent density in the rotor teeth 
of 23,200 lines per sq. cm. and in the stator teeth of 
19,400 lines per sq. cm. The requisite field A.T. 
would amount to 

Air.gapA.T., 1630 

A.T. required to force the flux 

through the teeth, . . 850 

Total, 2480 A.T. 

Actually, however, our field-A.T. have only risen 
to 2320 A.T. (1550 x 15), so that it is apparent that 
the flux density in the direction of the oo-axis cannot 
have increased by quite as much as the assumed 25 
per cent. We may estimate with some degree of 
accuracy, however, that the increase of the flux 
density in the direction indicated amounts to 24 per 
cent. At other points along the air-gap the increase 
will certainly be larger, because the original flux 
densities and the saturation at these points were 
smaller than that in the direction of the a?-axis. 
Altogether we shall not err greatly by assuming the 
total field flux to have increased by 30 per cent. 
Correspondingly, the self-induction in the field 
winding is 30 per cent, greater than at synchronous 
speed, and the self-induction in the armature and 
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transformer windings is 50 per cent higher than 
before. 

In fig. 51 the self-induction of the field winding is 
equal to the distance between the point F and the 
vector A, while the self-induction in the armature 
and transformer windings is represented by the 
vector F G. We have now 

Self-induction in the field windii:^= 1*3x81 
= 105 volts, and self-induction in the arma- 
ture and transformer windings = 1*5 x 120 
= 180 volts. 

Hence, wattless component of the terminal voltage 
= 105 -^ 180 = 285 volts, and watt component 
of the terminal voltage = 7435*- 2852 = 332 
volts. 

The total ohmic drop, which was 52 volts at 

synchronous speed, is now 52x1*5 = 78 volts. At 

synchronous speed the ' rotation -voltage ' was 330 

volts ; now it is 332 - 78 = 254 volts. 

From this we obtain the new speed, which is 
0K4. 
T^ X 500 = 0-59 X 500 = 295 revs, per min. 

The power-factor has become 332/435 = 0*76. 

The new sparking voltage is calculated as follows : 
Eeactance voltage = 204 x 0*59 x 1*5 = 1'8 volts ; 
voltage induced in a coil undergoing commutation 
by the transformer action of the field flux = 2*42 
X 1*3 = 3*1 volts; * rotation voltage' in the short- 
circuited coil = 2-42 X 1*3 X 0*592 = 11 volts. The 
geometrical sum of ' transformer voltage ' and 
* rotation voltage ' is 3*1 — 1*1 = 2 volts. 

Since the armature current and, therefore, the 
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reactance voltage also, are nearly in phase with the 
stator current at the lower speed, we get 



Sparking voltage E^= 71'8H22 = 2-7 volts. 

This voltage is within the permissible limits. 

Let us now investigate how the motor behaves at 
a speed higher than synchronous speed. We will 
assume a speed corresponding to a decrease of the 
normal current to 60 per cent. The flux M^ will have 
fallen to about 0*65 M^ sy„chr. We have now 

Self-induction = 0-65 X 81 + 0-6 x 120 = 124 volts. 
Watt-component of terminal voltage less total 

ohmic drop = ^435^- 124* - 0-6 x 52 = 385 

volts. 

Speed = 500 X 11^ X jr^ = 900 revs, per min. 

B (fig. 50) has increased in the ratio 385/330, 
while A has diminished in the ratio 0*6/1. Hence 

cos ^12 = 0-896. 

It is also found that the various voltages in the 
coil undergoing commutation are as follows : — 

Eeactance voltage = 2*4 volts. 

* Transformer voltage ' = 1*6 „ 
' Eotation voltage ' = 4-5 „ 

The geometrical sum of the * transformer voltage ' 
and the * rotation voltage ' is 4*5 — 1*6 = 2*9 volts, in 
phase with the * rotation voltage.' 

The reactance voltage has a component in phase 
with the 'rotation voltage ' of the value 2*4 x sin ^i2> 
and another component in phase with the stator 

10 
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current equal to 2'4 x cos ^12 = 2*15 volts. Hence 



Sparking voltageE^= ^(2-9 + l-l)2+2152=4-55volts. 

It is of some interest to investigate the reaction of 
the coils undergoing commutation upon the field 
flux and its effect upon the power-factor. 

As previously explained, the A.T. of the commu- 
tatiug coils may be calculated from the formula 

A.T.=0083n2E^2;/W. 

In our case 7i=2, E^=4'55, « = 1, and W= contact 

0'3 
resistance of all the brushes of one set = ,:r-7r — r— — >, 

0-8 X 5-1 X 6 

= 00115 ohms. Therefore 

Reaction per pole = 0-083 x ^Jif^^ = 130 A.T. 

O'Ollo 

At synchronous speed, the M.M.F. of the field 
winding is 1100 A.T. per pole. However, the field 
winding is distributed over the stator, while the 
coils short-circuited by the brushes must be con- 
sidered as embracing the whole of the flux. In a 
previous chapter the factor 175 was adopted to 
represent the ratio of the effect of a concentrated 
winding to the effect of a distributed winding. 
Taking the same factor, it is found that the 
equivalent reaction of the commutatiug coils amounts 
to 1-75x130 = 228 A.T. 

In fig. 53, S S' = 228 AT. and S = 660 AT. The 
resultant S' = 800 A.T. Angle S S' is measured 
and found to be 14*5 degrees. 

The power-factor, as calculated in the usual way, 
is 417/435 = 0*96 ; but if the above reaction of the 
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commutating coils is taken into account, it is seen 
that the power-factor only comes to cos = 0*85. 
The losses at full-load (synchronous speed) are: — 



Iron loss in the armature, . 


200 watts. 


stator, 


1350 „ 


C^R loss in the armature, . 


1970 „ 


„ stator, . 


. 2440 „ 


Friction losses of the brushes, 


510 „ 


C^R losses under the brushes, 


2340 „ 


Bearing friction, , . . . 


600 „ 


Total losses, 


. 9410 „ 



^/" Tfte COffMUTAWG 
CO/LS 



Output 38,000 X COS 012 - (600 + 5104- 200) = 35,500 watts 

Input =44,910 „ 

Efficiency = 79% 

Compared with the series motor, our repulsion 
motor does not show up well, ampere -wrns 
for the dimensions of both 
motors were so chosen that 
the manufacturing costs came 
to about the same in each 
case. While the repulsion 
motor has a capacity of only 
48 H.P., the series motor de- 
veloped 60 ELP. at full-load. 
When the repulsion motor is 
running at synchronous speed 
its efficiency is the same as 
that of the series motor, 
other speeds, however, the 
efficiency of the latter is 




OT— -4i-0 



Ai Fio. 53. — Diagram show- 
"^^ ing the reaction of the 
short - circuited coils 
upon the field fluz. 



superior to that of the repulsion motor. 
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Calculation of a Compensated Repulsion Motor 

As example let us take the repulsion motor just 
calculated, converting it to a compensated repulsion 
motor by simply adding 6 new sets of brushes, each 
of which conveys 118/3 = 39*3 amperes. In this 
particular instance the M.M.F. of the field winding 
(which is now on the armature) is very nearly the 
same as the M.M.F. of the field winding on the 
stator in the case of the repulsion motor. This has 
been accomplished by choosing a 
suitable transformer-ratio in the 
repulsion motor dealt with above. 
Each new set of brushes con- 
sists of 2 brushes (0*8 x 51 cm.). 
They occasion a friction loss of 
170 watts and a C^R loss of 150 
watts. The commutation under 
the main brushes remains the 
same as before. For the same 
current the terminal voltage has 
become lower and the power-factor 
higher. 

Fig. 54 is the reproduction of 
fig. 51 with the addition of a 
vector to represent the E.M.F. in 
the field winding. At synchronous speed this E.M.F 
has exactly the same value as the self-induction in the 
field winding; hence HII' = 6F. The power-factor 
has risen from 0*86 to 0*95, while the terminal 
voltage has fallen from 435 volts to 405 volts. 

Since nothing new has to be taken into account 
otherwise, the calculations made in connection with 




Fig. 54.— Voltage dia- 
gram of the com- 
pensated repulsion 
motor. 
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the repulsion motor are directly applicable to our 
compensated repulsion motor. The main brushes 
of course are now exactly in the y-axis. Although 
the power-factor is considerably better than before, 
the efficiency has sufifered. The increase in the 
commutator losses amounts to 320 watts, the arma- 
ture losses have increased by 220 watts, while the C^R 
losses in the motor windings are 8 per cent, less than 
before. This decrease is due to the fact that the 
brushes are now in the centre line of the stator 
winding. Hence less turns per pole are required on 
the stator, or, if the number of turns be left unaltered, 
the terminal voltage will be somewhat increased, 
the primary current being reduced to some extent at 
the same time. In our case this reduction will be 

A _ traBsf ormer tums\ ^ iqq ^ 4 ^^f 
\ stator turns / 

This means 8 per cent, reduction in the C^R losses, 
i.e. 195 watts, so that the actual increase in the 
motor losses is 3204-220-195 = 345 watts. The 
efficiency drops to 78*2 per cent, in consequence. 

All three motors have a lap winding on the 
armature. A wave winding is out of the question, 
for a careful investigation shows that — in respect 
to commutation — a wave winding with one turn per 
segment is equivalent to a lap winding with p turns 
per segment, p being the number of pole pairs. 
A wave-wound armature may be adopted therefore 
in 4-pole motors in which two turns per segment are 
permissible, or-in 6-pole motors in which three turns 
per segment are not objected to. 
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APPENDIX I. 

A CONTRIBUTION TO THE EXACT THSOBY OF THE 
BEPULSION MOTOR 

The ideal winding of a repulsion motor would be that 
winding for which the variation of both the field flux 
and the transformer flux along the air-gap followed the 
sine law. Assuming such a winding to be possible, the 
E.M.F. in the armature could be calculated as follows : — 

Let B^roax. = maximum field flux density in gap, 
Bx mean = avcragc field flux density in gap, 
Q = sectional area of air gap. 
Then Field flux M, = Q B, „ean • 

At synchronous speed the maximum E.M.F. induced 
between the short-circuited brushes by rotation is 

= 4xsxNxM.xlO-8, 

and at any other speed U (corresponding to a frequency 
of rotation N') the maximum E.M.F. is 

=4*n;m, 10-8. 

Hence the eflective voltage between the short-circuited 
brushes at a speed U, assuming the flux to vary also in 
a sinusoidal manner with the time, is 

E.= -^ * NX 10-8 = 2-82 5 N'M, iq-s. 

If the transformer flux were linked with all the arma- 
ture turns, it would induce in them an eff^ective E.M.F. 

= 4-44 sN My 10-8. 

But this is not the case because the stator winding is 
uniformly distributed over the stator^ and for this reason 
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the actual voltage induced in the armature is 7r/2 = l*57 
times smaller than the value just mentioned. 

Therefore E„ = i^ * N M„ lO'S = 2-82 s N M„ IQ-s. 

With the exception of the drop of voltage in the 
armature and under the brushes — which drop we will 
neglect for the moment — E^, and Ey are the only E.M.F.'s 
in the armature, and they must necessarily balance each 
other. Thus, taking for the present no notice of phase 
relations, 

This is the fundamental equation of the repulsion motor. 
A winding of the perfect type assumed is distinguished 
by the following two features : — 

(1) The armature iron losses are zero at synchronous 
speed. 

(2) At synchronous speed the sum total of all voltages 
(except the reactance voltage pure and simple) in the coil 
short-circuited by the brushes is zero. 

These two propositions are proved as follows : — 

At synchronous speed M, = My, i.e. B^ = By, and the 
phase-angle between M*, and M; is 90 degrees. A rotating 
field is thus created which rotates in the same direction 
and at the same speed as the armature. It induces no 
E.M.F.'s in the armature, and gives rise neither to 
hysteresis nor eddy-current losses. 

However, such a perfect winding as that assumed in 
the foregoing has yet to be invented, and the windings 
employed in practice conduce to a distribution of flux 
around the armature diSfering considerably, no doubt, 
from a sinusoidal distribution. 

For the purpose of investigation we imagine the stator 
to have two ordinary d.c. windings. Winding I. (fig. 55) 
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represents the transformer winding, winding IL is the 
field winding, while III. is the armature winding. 

We imagine the stator windings cut open and spread 




Fig. 66. 



out in a plane so that AC (fig. 56) represents the 
circumference of our armature and any ordinate of the 
triangular curve represents the value of the M.M.F. of 




Fio. 56. 

the field winding, or of the transformer winding, at the 
corresponding point of the circumference. Only one 
triangular curve is shown in fig. 66, but by rights there 
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ought to be two, displaced to each other — one relating to 
the field winding and the other to the transformer 
winding. As long as the iron paths are not saturated, 
the same triangular curve which represents the dis- 
tribution of the M.M.F. of the field winding around the 
armature also represents the distribution of the field 
fiux around the armature. The apexes of the two 
triangles representing the field winding lie on the a:-axis 
while the two triangles representing the transformer 
winding have their apexes on the y-axis. We will 
assume that the M.M.F. due to the armature winding 
(III. in fig. 55) is also distributed around the armature 
in a triangular manner, the apexes of the respective 
triangles being on the ^-axis. Now, the resultant of the 
two sets of triangular curves in the direction of the 
^-axis is again a triangular curve, because the triangles 
relating to I. and III. have the same base. Of course 
the currents in J. and III. need not be in phase with 
one another. 

With a triangular distribution, the maximum value of 
the M.M.F. is twice the average M.M.F. The same may 
be said of the flux density unless the iron parts are 
highly saturated. 

While for a sinusoidal distribution MjB = QBniax./l'57, 
we find for a triangular distribution M, = Q B n,ax. /2. The 
effective * rotation voltage' induced by the field flux 
between the brushes at the speed N' is now 

E, = — - «N'M, 10^8, in which M, = 0-5 QB^. 

The effective voltage induced in the armature winding 
by the transformer flux, assuming the latter to link with 
all the armature turns, is 

= 4-44 « N My 10-8, in which My - 0-5 B, ,^ 

Digitized by VjOOQIC 



154 SINGLE-PHASE COMMUTATOR MOTORS. 

But the armature winding is not concentrated but 
distributed. This leads — ^bearing the triangular distri- 
bution in mind — to a reduction of the effective KM.F. 
in the ratio of three to twa* 
Hence the effective voltage 

E^ = ^ -f ^ 5 N My 10-8 = 2-95 8 N My iq-s. 

Thus in the case of a triangular distribution the principal 
equation of the repulsion motor takes the form 

2-95 N My =2-82 NX or 1 045 N My = N'M,- 
At synchronous speed, therefore, 

My = 0-955 M^ 

The following E.M.F.'b are induced in one armature 
turn undergoing commutation: — 

E«,= 4-44NM. 10-8, and 

E„- ^- 2 N'My 10-8 = 5-66 N'My 10-8. 
V2 

But My =0-955 M,; hence 

E, = 5-4^'m,10-8. 

N 

^ In the case of the sinusoidal distribution the E.M.F. was 
reduced in the ratio of 1*57 to 1. With a triangular distribution 
this ratio is 3/2, as may be shown as follows: — Multiply each 
ordinate of the triangular curve with its corresponding abscissa 
and plot a new curve with these products as ordinates, such 
ordinates being evidently proportional to the square of the 
respective abscissae. The area enclosed between this new curve ' 
and the axis of absciss® is equal to 1/3 x total length of abscissa 
X maximum ordinate. If, on the other hand, the stator winding 
were of such a form that the total flux produced by it would 
link with all the armature turns, then the corresponding area 
would be equal to 1/2 x total length of abscissa x maximum 
ordinate. Hence the 

reduction-factor = J/ J = 3/2. 



Digitized by 



Google 



APPENDIX. 155 

E^ and £« are opposed to one another, the resultant being 

E^-.E« = 4-44 NI4*10-8x [l - 1-22(1^?] • 

While for a sinusoidal distribution of the flux around the 
armature and at synchronous speed 

E^- Ea=0, 

we now find that in the case of the distribution being 
triangular and at synchronous speed 

E^-E«= -0-22 X 4-44 N'M. 10-8= -0-22 E^ 

This means — leaving the reactance voltage out of con- 
sideration — that the E.M.F.'s in the commutating coil 
balance each other not at synchronous speed as before, 
but at a speed about 10 per cent, lower than synchronous 
speed. There is now no speed at which the armature 
iron losses disappear completely. 

So far, we have assumed that the M.M.F.*s of the 
windings had only to force the fluxes across the air-gap. 
As soon as the teeth become highly saturated, however, 
the fluxes along the air-gap are no longer distributed in 
a triangular manner. The curve representing the dis- 
tribution in such cases is something between a triangle 
and a sine curve. This is shown in fig. 57 in which I. is 
the triangle, IIL the sine curve, and XL the curve which 
obtains mostly in practice. When the teeth are very 
highly saturated curve II. may even lie below curve III. 

In the general equation 

E„ - Ea= 4-44 N'M 10-«(l - hf^J^j , 

A; is a coefficient which varies in accordance with the 
shape of curve II., i.e. with the degree of saturation. The 
value of k must be estimated by the designer in any 
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particular case. For a sinusoidal distribution k=ly and 
for a triangular distribution k= 1*22. 

When the teeth are saturated, the flux M is no longer 




Fig. 57. — Gurres indicating the different kinds of flux distribution 
around the armature. 

given by the equation M = 0*5 Q B ma,., but may be 
determined from the general formula 

^ k' ' 

in which k'^2 for a triangular distribution (non-saturated 
teeth) and A;' = 1 '57 for a sinusoidal distribution. 

The ratio , ^ / \^^ air-gap — ^^ .^ ^^ approximate 
A.T. for (air-gap -I- iron) ^^ 

criterion of the kind of distribution along the air-gap. 
If this ratio is nearly unity, the distribution is nearly 
triangular, and if its value is 2/3 then the distribution 
is approximately sinusoidal. 



Digitized by 



Google 



APPENDIX. 



157 



Of course the field flux and the transformer flux are 
not always of the same magnitude, and the saturation 
may differ in consequence in the two cases. It may 
happen, for instance, that Jc=l'Q in respect to the field 
flux, while at the same time A:' = 1 '9 may be the proper 
value w^ith regard to the transformer flux. 

These considerations and conclusions are modified to a 
certain extent by the fact that the M.M.F.'s of the two 
windings in question are superposed. It would not be 
quite correct to say that the fluxes, as considered 
separately, are super- 
posed since the satura- 
tion of the teeth makes 
a simple addition of the 
two overlapping fluxes 
impossible. The per- 
centage error is not 
likely to be great in 
repulsion motors, how- 
ever, because in these 
motors high densities 
at normal load are 
avoided as much as 




Fig. 58. 

Our considerations 
were based on the kind of winding illustrated diagram- 
matically in fig. 55, t,e. on a winding such as will hardly 
ever be employed. But all the formulae relating to a 
motor provided with the type of winding shown in fig. 55 
are at once applicable to motors having the equivalent 
winding of fig. 58. This figure represents a compensated 
repulsion motor provided with a d.c. winding on the stator. 

The usual kind of repulsion motor is shown diagram- 
matically in fig. 59. It is an illustration of one of those 
cases in which the simplicity of the mechanical design 
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and arrangement renders a theoretical investigation 
exceedingly difficult A simple solution of the problem 




Fio. 69. 
of determining the distribution of the flux along the 




Fio. 60. 



gap is not easy to find since this distribution can neither 
be represented by a triangle nor a sine curve. The 
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distribution cannot be arrived at by superposing the 
windings I. and II. of fig. 55. 

By adding a current transformer to the arrangement 
of fig. 55 we get the diagram of fig. 60, only one d.c. 
stator winding now being required. Such an arrange- 
ment would be equivalent to that of fig. 55 but by no 
means to that of fig. 59. The reason is that a d.c. wind- 
ing corresponds to a triangular distribution of the M.M.F. 
and not to a sinusoidal distribution. While the result- 
ant of two sine waves of equal length, even if displaced 




Fm. 61. 

in space, is again a sine curve, the resultant curve of two 
triangles which, although having the same length of base, 
are displaced in space is no longer a triangle. This is a 
fundamental difference. In fig. 61, for instance, the 
resultant of the two triangles I. and II. is the irregular 
broken line III. 

Thus, if we may not resolve the M.M.F. into com- 
ponents, we will have to consider the action of the 
armature upon the stator as a whole. 

In fig. 62, ADBD'C represents the M.M.F. of the 
stator along the air-gap while E F G H J K indicates the 
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distribution of the armature-M.M.F. Both graphs are 
displaced in space by a distance a corresponding to an 
angular displacement a of the brushes (fig. 59). The 
ordinates of curve II. are in phase with the armature 
current J2, those of curve I. being in phase with the 
primary current J^. 

We know from previous explanations that the primary 
current is displaced in phase by nearly ISO degrees from 
the armature current. In fig. 62, however, one of the 
graphs has been plotted with the negative values as 




Fio. 62. 

ordinates so that the resultant M.M.F. at any point of 
the circumference is simply equal to the difference of the 
ordinates of curves I. and II. at this point. Assuming 
the currents to vary sinusoidally with the time, the 
phase of any current or M.M.F. may be represented by a 
vector of a clock-face diagram. All ordinates of curve I. 
are in phase with one another ; likewise all the ordinates 
of curve II. are in phase with each other. But the phase 
of curve I. differs by a certain angle <f>^2 ^^om the phase 
of curve II. This can be represented graphically by 
assuming that the plane through curve I. forms with the 
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plane through curve XL this angle ^^j* These two planes 
rotate at a uniform speed around the principal axis A C, 
and they intersect a third plane at right angles to the 
principal axis in two lines which are the time-vectors (I. 
and II. in fig. 63) of the two graphs. The determination 
of the resultant graph is now comparatively simple. For 
a point (fig. 62) of the circumference the resultant is 
found as follows : — 

Draw through the perpendicular OY, and mark 
the point m on vector I. and n on 
vector II. so that Om and On have 
the same values in fig. 63 as in fig. 62. 
The difference of the two vectors Om 
and On is equal to nm » P. OP 
represents the maximum flux at the 
point in magnitude as well as in 
phase. Strictly speaking, of course, 
mn only represents the magnitude 
and phase of the M.M.F. at 0, but 
at low flux densities in the teeth 
this vector also represents the flux 
density at 0. 

In like manner the magnitude and 
phase of the M.M.F. is found for any 
other point of the circumference, 
providing that the currents J^ and J^ 
and the phase^ifference, ^2) between them are known. 

In fig. 64^ OQ and OQ' represent the maximum 
positive and the maximum negative value of the M.M.F. 
of the stator winding ; similarly B and B' represent 
the maximum values of the M.M.F. of the armature 
winding at either side of 0. A point rotating at uniform 
speed around the air-gap corresponds to a point travelling 
at constant speed along the line A C in fig. 62. And this 
movement of one point along the air-gap corresponds, in 

11 
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fig. 64, to the movements of two points — one of which 
oscillates between Q and Q', the other oscillating between 
B and R'. on vector I. (fig. 64) corresponds to A in 
fig. 62, and the point travels from Q to Q' in the same 
time that it takes the point on vector II. to move from 
R to R'. The two points do not pass through at the 
same moment ; the point on vector I. is always in advance 
by the distance 5=£A (fig. 62). The movements of 
these two points suffice to represent the distribution of 





Fio. 64. 



Fio. 65. 



the M.M.F. with regard to time, magnitude, and place. 
The point along the air-gap is fixed by the instantaneous 
positions of the two points ; the maximum M.M.F. which 
occurs at this place is represented by the distance 
between these two points, while the phase, finally^ of the 
M.M.F. is given by the direction of the connecting line, 
the line being drawn from the point on 11. to the point 
on L In order to make this graphical representation 
quite clear, fig. 65 has been drawn representing the case 
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in which the point on II. leads the point on I. by a dis- 
tance equal to one-quarter of B. The connecting lines 
are drawn for every one-sixteenth of a revolution, the 
numbers indicating the order of succession. It is easy 
to see how the flux varies in magnitude and phase from 
point to point around the circumference for given values 
of J I, J^f and cos ^^2* 

This diagrammatic representation may be used in 
connection with the design of a repulsion motor as 
follows : — 

The repulsion motor is first calculated — say, for syn- 
chronous speed — ^by assuming approximate values of the 
coefficients k and k\ One obtains then the armature 
current in magnitude and phase in the manner indicated 
in our previous example. Now it is possible to check 
k and k' backwards by determining the kind of flux 
distribution aroimd the armature. 

We will try, however, to determine the E.M.F.'s in 
the armature and stator windings directly from figs. 64 
and 65. 

Referring to fig. 66, in which mn represents the flux 
at one particular point along the air-gap, it will be 
understood that this flux induces in the stator winding 
an E.M.F. lagging 90 degrees behind mn. In magni- 
' tude this E.M.F. is proportional to the distance mn and 
to the distance Om, the latter distance representing 
the number of stator turns which are linked with the 
flux mn. Thus the E.M.F. induced in the stator winding 
is proportional to (Omxmn) and its vector lags 90 
degrees behind mn. The total E.M.F. induced in the 
stator winding is obviously equal to the geometrical sum 
of all these voltage vectors around the armature. The 
summation is made easier by resolving the E.M.F. in- 
duced at every point around the armature into a watt- 
component and a wattless component. In fig. 66, for 
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instance, the component of the E.M.F. (at the point 
corresponding to mn) in phase with the stator current 
is proportional to the product 

Om X m» X sin (nmO), 

hence also proportional to the area of the triangle mOn. 
By adding all the areas mOn corresponding to all the 
positions of mn, we ohtain the watt-component of the 
rj^ total E.M.F. induced in the stator 
winding. 
The area of triangle 

wOn = J X Om x On x sin ^jg- 

Thus we arrive at the conclusion : 
— The watt - component of the 
£.M.F. corresponding to the posi- 
tion mn is proportional to 

Om X On X sin ^g* 

Similarly, the wattless component 
corresponding to the position mn 
is proportional to 

Om^ - Om X On x cos^jg* 

and the watt-component of the 
total E.M.F, induced in the stator is proportional to 

2 (Om X On X sin ^g)* 

and the wattless component of this total E.M.F. is pro- 
portional to 

2 Om2 - S (Om x On cos ff>^^). 

The E.M.F. in the armature may also be resolved into 
two components, one being the watt-component in phase 
with the armature current and equal to 

S ^ x {Om X On X sin ^^g). 




FiQ. 66. 
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and the other heing the wattless component displaced 
in phase by 90 degrees from the armature current and 
equal to 

2 On^ -h2(qm x On x sin tji^^). 

All these expressions furnish relative values, h being a 
coefficient introduced to put the relative values on the 
same basis. This coefficient h is easily calculated, for, 
according to the law of the conservation of energy, 

Stator current X watt-component of the E.M.F. in- 
duced in the stator = Armature current x watt- 
component of the E.M.F. induced in the armature. 

Hence h^ stator current ^J^^ 

armature current Jj 

The summation of the £.M.F.'s induced in the stator 
and armature windings may be carried out by reference 
to fig. 66. 

Let X denote the ratio of the lead of one of the oscil- 
lating points to its maximum amplitude. It is then 
found that the watt-component of the E.M.F. induced 
in the stator winding is proportional to 

(I - 2X2+ 2X8) sm ^12 (1). 

similarly, the wattless component is proportional to 

|_(*_2X2 + |x«) ???iw . . . (2). 

Both values are also proportional to the stator current. 
Further, the watt-component of the E.M.F. induced in 
the armature winding is proportional to 

(i-2X« + |\«)sin^^j (3), 

and the wattless component is proportional to 

^A-(4_2X2+2X3)OOS0,2 • . • W. 

These last two components are also proportional to the 
armature current. 
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The absolute values are easily obtained by introducing 
the magnetising current Jq, defined as that current 
which induces in the stator winding (the armature being 
open) an E.M.F. equal to that obtaining at full-load, 
i,e, = terminal voltage minus the ohmic drop in voltage. 

In this case, as we already know, 

E = i X 4-44 X N X « X M X 10-8 = 2-95 N«M 10-8, and 
M=ixQB,^ 

The requisite value of Bnuuc. is obtained from these 
equations, and it is now an easy matter to calculate the 
current J^ necessary to produce this flux. 

If X = 1, t,e. if the direction of the brushes is per- 
pendicular to the axis of the stator winding, it is 
gathered from equations (1) and (2) that there is no 
watt-component while the wattless component assumes a 
value proportional to 

^ X stator current. 

This enables us to determine the constant of equations 
(1) to (4). 

Since the magnetising current J^ corresponds to the 
terminal voltage E, we may write equation (2) for X= 1 
in the following form : — 

E = constant x f x Jq. 

E 
Hence the * constant ' is = - — =r- . 
txJo 

Introducing this constant into equations (1) to (4) 
we get : 
Wattless component of the stator voltage 

« Efi - ^ (1 - 1-5X2 + 0-5X8) eos ^J • • (^)- 
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Watt-component of the stator voltage 

= E(i) (1 - 1 -5X2 + 0-5X8) sin ^12 ... . (6). 

Wattless component of the armature voltage 

= Eri»- Ji(l-l-5X2 + 0-5X8)cos^2l . . (7). 

Watt-component of the armature voltage 

= e(^) (1 - 1-5X2 + 0.5X8) gin ^12 ... . (8). 

In these equations the armature current Jg refers to 
the case in which the stator and the armature have 
the same number of turns. 
Let, for brevity, 

1 - 1-5X2 -h 0-5X8 = a;. 

By squaring (5) and (6) and adding, we get 

jl^j\ + {xJ^Y-2xJ,J^coBff>,^ . . . (9). 

This means that the current Jq is equal, in magnitude, to 
the geometrical sum of J^ and a; Jg 
From equations (7) and (8) we get 

(^ J = (« Ji)* + h - 2(aJi)J2 <^'t>if ■ ■ (10). 

in which Eg is the E.M.F. induced in the armature 
winding. It is thus seen that the geometrical addition 

of icJi and Jg is equal, in magnitude, to -^ • 
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In addition to the E.M.F.'s induced by the pulsationB 
of the flux, there appears iu the armature also a Toltage 
due to rotation* This voltage can be calculated by 
reference to fig. 66. It varies from point to point aloDg 
the air-gap ; at a given point it is proportional to and 
in phase with the vector m n. We resolve the total 
E.M.F. of rotation into a component in phase with the 
armature current and into a component at right angles 
to it. It will be found that the former component is 
proportional to 

20mcos<^ij-SOn, 

while the wattless component is proportional to 

S Om sin ^2- 

Carrying out the summation, it is found that the watt- 
component is proportional to (3X2-6X) sin^jg* ^^"1© 
the wattless component is proportional to 

(3X2-6X)cos<^i2. 

These relative values already indicate that the E.M.F. 
induced in the armature by rotation differs in phase by 
the angle i^^^g ^^^^ ^^^ armature current ; in other words, 
the E.M.F. referred to is exactly in phase with the 
stator current. 

In order to obtain the absolute value of this E.M.F., 
we calculate it for X= 1, and get 

4= «N'M, 10-8=2-82 «N'M. lO'S. 
^2 ^ 

We know that the no-load current J^ induces in the 
stator winding the voltage 

E = 2-95«NM, 10-«; 

hence, assuming the number of turns of the stator and 
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armature windings to be the same, we get for the 
' rotation voltage ' in the armature 

0-955 5^'. 
N 

For any other current J^, the voltage becomes 

0-955 ^ i E : 
N Jo ' 

and, finally, for any other value of X, the voltage in 
question is 

(X2-2X) 0-955 ~ iiE. 

When the brushes are short<$ircuited^ the sum-total 
of all the £.M.F.'s in the armature winding is zero. 
Therefore, neglecting the drop of voltage in the short- 
circuit, 

X2 - 2X) 0-955 J! ii E cos f/»i2 -H E^ (1 - 1 -5X2 + 0-5X») sin <l>^^ = 0. 

Hence tan 6,o = 0955 ^^"^^ ~ . . . . Ql^ 

Also, in absolute values. 



Hence 

J2 + «Jj-2a;JiJ2CO8^i2 = r(2^-^^)0-955~JiT . . (12). 

Equations (9) to (11) are the principal equations of 
the repulsion motor. 



Let /3=(2X-X2) 0-955 ~. 
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It is gathered from equation (12) that J^, aJp and )8 J^ 
form a triangle in which the angle between Jj and xJ^ 
is equal to the phase difference <^j between the stator 
current and the armature current 

If, therefore, O'A in fig. 67 is drawn to represent J^, 
andOA=aJj and AB-=J,, 
A then OB represents )8Ji in 
magnitude. 

From equation (11) 

tan^,,«A«M^OB 
^" X irJi OA 

This, however, is only pos- 
sible if B is perpendicular 
toOA. 

Let AB' = aj AB = aJj, then, 
according to equation (9), 
Fig. 67. the three vectors 0'A = Ji, 

A B' = icJa, and O'B' = J^ form 
a triangle. O'B' in fig. 67 thus represents the magnetis- 
ing current in the stator. The terminal voltage E leads 
O'B' by 90 degrees, and is proportional to O'B'. 
According to equation (10) 




np-JoE2_ 0'B'xE, 
E ~ E ' 



hence 



OB 



O'B' 
-1-' 



It is thus evident that the relation between B and 
the armature voltage is the same as that between O'B' 
and the terminal voltage. This means that OB and 
O'B', measured with a common scale, give directly the 
armature voltage and the terminal voltage respectively, 
while the angle enclosed by these two vectors is equal 
to the phase difference between the terminal voltage and 
the current. 
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Draw B'C perpendicular to A, then 

^ ^ ^ B'C B'C ajjaJi xp 

From the table on p. 175 it is gathered that at syn- 
chronous speed 

^ + x^=:l (very nearly). 

Hence, in this case, tan ^ » -!--- = -^- But it was shown 

xp X 

above that tan^j^*^' Therefore, at synchronous 

X 

speed, fji = ^12* 

If a denote the angle between the primary axis and 

the secondary axis, then, approximately, — = tan a — i.e. 

X 

at synchronous speed, 

At other speeds we have, approximately, 

N N' 

tan 6 = tan a — ; and tan ^,« « tan a -^ : hence 



tan^=tan^i2(^j^j- 



In the diagram (fig. 67) account has been taken neither 
of the primary nor secondary leakage. In order to do 
this we a&sume that only v' x stator-A.T. have an effect 
upon the armature and that only v" x armature-A.T. 
influence the stator. On this assumption the vectors 
affecting the armature are Jg and vxJ^, the resultant of 
which is jSJ^; similarly, the stator if affected by the 
quantities J, and v"xJ^ the resultant of which is J^. 

In fig. 68, O'A represents the stator current J^ and 
A B die armature current J^ (Js is reduced to the same 
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number of turns as pertains to J^), and we find that 



OA^aJta, 



AC = »2t;V'Ji, 
0'B' = Jo, and 



AB'-a;t;'X 



0B=j8Ji, 

B'C (which is at right angles to 0'k) = pxv"J^. 

Obviously ^S, = watt^mponent of term, volt . ^ ^ 
B terminal voltage 




Fio. 68. 



Hence cos</>= ^^^"^i, or 

For normal motors v' = v" = t;, and if t; a; be denoted by g, 
we can write 

PS' 
The ohmic drop of voltage was neglected in the dia 
gram fig. 68. It can be taken into account by proceeding 
along the lines indicated in previous chapters; it is 
unnecessary to repeat this simple operation here again. 
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V is given by the equation t? = 1 - ~ . 

«=l-l-5X2 + 0-5X8. 
j8=(2X-X2) 0-955 -.'. 

The diagrams which have been thus developed are only 
strictly correct for non-saturated motors, but they give 
fair results — accurate enough for most practical purposes 
— for densities in the teeth up to 18,000 or 20,000 lines 
per sq. cm. 

The simple diagram, fig. 66, enables us to determine 
at which point along the air-gap the maximum flux 
density occurs. 

Obviously, the absolute maximum value of m n occurs 
in one of the following four positions : — 

(1) m in (position D in fig. 69). 

(2) w „ ( „ C „ ). 

(3) m „ Q ( „ B „ ). 

(4) n „ R ( „ A „ ). 

Whether (1) is larger than (2) or vice versd depends on the 
relative values of J^^ and Jj. If J2 is larger than Jj, 
then mn is larger in position (1) than in position (2) and 
vice versd. Similarly, mn is larger in position (4) than in 
position (3) when Jg is larger than J^. 

Thus the two corresponding maxima of flux-density in 
the air-gap of a respulsion motor are not displaced by 
an angle of 90 degrees, as might be thought, but by an 
angle 90 x (1 ± X) degrees. 



From fig. 68 Jg = J^ ^p^ -h q^ ; 

i,e, for speeds lower than synchronous speed J2< Ji, 
and „ higher „ „ Ji<J2.i 

^ Strictly speaking, J^ is larger than J3 over jnst a small range 
of speed beyond synchronous speed. 
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It may also be learned from fig. 66 that the vector mrtj 
for R > Q, is larger in position (4) than in position (1). 

Thus it is seen that the maximum flux density occurs 
at the points B or C (fig. 6d) for speeds below synchronism, 
and at the point A at speeds higher than synchronous 
speed. 

A close investigation will show that the maximum 




Fig. 69. 

flux density occurs at G at all speeds up to a certain 
speed, which depends on the angle a ; between this speed 
and synchronous speed the maximimi flux density is at 
B, while beyond the last-named speed A is the point at 
which the maximum density occurs. 

The following table gives a number of quantities cal- 
culated for various values of a and X : — 
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APPENDIX II. 

BOMB OSCILLOGRAPHIC TESTS ON THB COMMUTATION 
OF SINGLE-PHASB M0T0B8. 

It was explained in Chapter YI. that the coils under- 
going commutation react on the field, the value of this 
reaction being 

0-083 n« ^ ampere-turns. 

The existence of this reaction may be verified experi- 
mentally by measuring the short-circuit current of d.c. 
dynamos for different brush-widths. Such tests were 
carried out by the author, who found — contrary to what 
might be expected on first thoughts — that the short- 
circuit current of the dynamo gradually diminished as 
the brush-width was increased. In the light of the 
theory expounded in Chapter VI., however, this behaviour 
is readily understood; the fact is that the reaction on 
the field, being proportional to n^ (na number of seg- 
ments covered by the brush), greatly increases with the 
width of the brush. By doubling the width, for instance, 
the reaction is increased fourfold. In consequence, the 
M.M.F. of the field is greatly reduced, so that the short- 
circuit current grows smaller in spite of the reduced 
ohmic resistance of the circuit. 

Another experimental proof of the theory in Chapter 
VI. may be deduced from the oscillograms published by 
Mr F. Creedy in his Paper entitled " The Alternating- 
current Series Motor," and read before the Institution of 
Electrical Engineers on 13th April 1905. Mr Creedy 
has kindly placed at our disposal a number of un- 
published oscillograms taken at the same time as those 
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illustrating his Paper. In order to understand and 
appreciate these oscillograms fully, we reproduce in fig. 70 




Fig. 70. — Sketch of experimental motor. 

a sketch of the experimental motor used. The main 
dimensions of this motor, in centimetres, are : — 



Diameter of armature, 


13-3 


Number of slots, . ... 


36 


Dimensions of slot, .... 


1-9 X 0-63 


Internal diameter of armature 




stampings, 


1-9 


Total length of armature, . 


9-7 


Effective „ „ . . . 


8-7 


Number, of conductors per slot, 


14 


Number of turns in series between 




the brushes, . . . . . 


126 



12 
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Diameter of commutator, . 


7-3 


Length ,, „ • . 


4-9 


Number of segments, 


. 36 


Width of one segment plus insulation, 0*637 


„ „ without „ 


0-560 


Number of brushes per set, 


1 


Width of brush, 


2*54 


Brush-arc, .... 


2-63 


Air-gap, 


016 


Bore of field magnets, 


13-62 


Pole-arc, 


li-5 


Ratio of pole-arc to pole-pitch, . 


0-55 


Number of field turns per spool, 


42 


Number of spools, . 


1 


Resistance of armature winding 




(warm), 


0*294ohms. 


Contact-resistance between one brush 




and the commutator, the current 




being 25 amperes. 


005 „ 



The oscillograms were taken by means of Duddell's 
well-known high-frequency oscillograph; one armature 
coil was cut open, the ends being connected to two slip- 
rings on the motor shaft. The leads from these slip-rings 
were conducted to a suitable resistance, the voltage across 
which was applied at the terminals of the oscillograph. 

Curve I. in fig. 71 represents the main current, while 
curve II. shows the variation of current in one conductor. 
It is clearly observed from the latter curve in what 
manner the current changes during the period of commu- 
tation. The four steps in the commutation curve result 
from the successive entrances of the segments under the 
brush during the time the coil under study is commu- 
tating. Each step comprises a secondary ripple, this 
being due to the fact that the brush covers a little more 
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than four segments. By plotting out to scale the 
successive relative positions of brush and segments, it 
is seen that, shortly after the first segment enters under 
the brush, contact is broken between the brush and the 




Fig. 71. — Main current curve (I), and current in an armature 
coil (II), of the single-phase experimental motor. 

sixth segment. All the secondary ripples can be ex- 
plained in this way. 

Fig. 72 is an oscillogram in which three steps only 
are distinguishable. During this test, it would appear, 
the brush-contact was not as good as in the other tests. 




Fig. 72. —Curve I represents the current in the coil under study, 
while curve II shows the variation of the alternating terminal 
voltage in the experimental single-phase motor. Main current 
= 20 amperes; speed = 1200 revs, per minute; frequency of 
speed = 20 and frequency of line current = 26§ cycles per second. 

Curve II. represents the terminal voltage traced simul- 
taneously with the current curve. 

In curve II., fig. 71, and especially in fig. 72, there are 
a number of ripples other than those just dealt with. 
They must be mainly attributed to the reaction of the 
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oommutating coils on the field. In order to study this 
reaction, a search coil was wound on the pole shoe^ a 
record of the E.M.F. induced in it being taken by the 
oscillograph. Figs. 73 to 76 are the oscillograms of the 
current in the armature coil and of the E.M.F. in the 
search coil. In each case the main current was 20 




Fio. 73. — Current in coil under study (I), and E.M.F. in search coil (II). 
Main current = 20 amperes ; speed =1000 revs, per minute ; frequency 
of speed =16*7 and frequency of line current =26§ cycles per second. 

amperes, the frequency of supply being 26§ cycles per 
second and the speeds being 1000 revolutions per minute 
(figs. 73 and 74), 1 200 revolutions per minute (fig. 75), 
and 2000 revolutions per minute (fig. 76). 

There is no doubt that the comparatively large ripples 

7 




Fig. 74.— Current in coil under study (I), and E.M.F. in search coil (II). 
Main current = 20 amperes ; speed = 1000 revs, per minute ; frequency 
of speed = 16*7 and frequency of line current =26§ cycles per second. 

in the E.M.F. curves have their origin in the fluctuating 
reaction of the coils undergoing commutation. Even if 
the commutation followed the straight-line law, the 
reaction would not be constant; it would, as has been 
mentioned in Chapter VI., p. 46, fluctuate by some 8 per 
cent, above and below the average for a brush covering 
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four segments. The total variation, therefore, would be 
some 16 per cent, of the average value. Since, how- 
ever, the commutation curve is zigzag to start with, the 
actual variation will be larger than the figure mentioned. 




Fia. 75. — Current in coll under study (I), and E.M.F. in search coil 
(II). Speed =1200 revs, per minute; frequency of speed =20 
and frequency of supply =26i| cycles per second. 

Applying the formula for the reaction of the commu- 
tating coils to this particular case, we get 

Reaction = QQ«^";;<'>^^/ = QQ8^><.^;>^^>^^^=18-5E, 
E could be calculated for each of the special cases 




Fig. 76. — Current in coil under study (I), and E.M.F. in search coil (II). 
Main current =20 amperes ; speed =2000 revs, per minute ; frequency 
of speed =33*4 and frequency of line current =26]} cycles per second. 

alluded to, but, as the brush was only partially bearing 
on the commutator during a part of the tests, such a 
calculation would not yield accurate results. It is clear, 
however, that if the machine had a normal sparking- 
voltage E/— say, from 3 to 5 volts — the reaction would 
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amount to from 60 to 90 ampere-turns. When it is 
considered that the field A.T. during these tests amounted 
to 840 A.T. only, it is at once seen that we have a valid 
explanation of the character of the curves II. in figs. 
73 to 76. 

It will be gathered from fig. 77 that the current in 

/ 

Fig. 77. — Current in coil under study (I), and E.M.F. in search coil (II), 
the experimental motor heing fed with continuous current. 

the armature coil under study was larger during one 
half of a revolution than during the other half. The 
explanation is furnished by fig. 78, which represents an 
oscillogram with the brushes lifted off the commutator. 
It is seen that the armature current has by no means 
disappeared ; this may be due to an out-of-balance of the 
armature. 



Fio. 78. — Current in coil under study (I), and E.M.F. in search coil<II). 
The brushes are lifted off the commutator, and the field is excited 
with 20 amperes. 

In one of the tests a search coil of one turn was placed 
parallel to the pole axis, another coil of one turn being 
fixed perpendicular to the axis. The RM.F.'s induced 
in these coils are shown in figs. 79 and 80. Fig. 79 
pertains to alternating-current operation and fig. 80 to 
continuous-current working. 
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Curves I. and II. of fig. 81 represent the main current 
and the E.M.F. of the armature respectively. The motor 




Fig. 79. — E.M.F. in search coil parallel to pole-axis (I), and in 
search coil at right angle to it (II). Each search coil consisted 
of one turn. Speed of motor= 1800 revs, per minute. 




Fio. 80. — E.M.F. in search coil parallel to the pole-axis (I), and 
in the search coil at right an^^les to it (II). In this test the 
motor was ranning as a continuous current motor, the speed 
being 1300 revs, per minute, and the current 15 amperes. The 
coil parallel to the axis consisted of 104 turns. 

was driven externally, the main current flowing through 
the field winding only. The armature was running on 
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open-circuit excepting for the oscillograph connections. 
The lag between the E.M.F. across the armature and 
the field current is clearly observed. Figs. 24 and 25 
explain this phenomenon. In this test the sparking 
voltage in the coils short-circuited by the brushes is 
identical with the transformer voltage induced in them, 
for the other components of the sparking voltage, viz. 
the reactance voltage and the ^rotation voltage,' have 
disappeared. 

Mr Creedy has made some further tests on a d.c. 
Westinghouse motor of a somewhat larger size ; but it is 




Fio. 81. — Main current (I), and counter-£.M.F. of armature (II). 

not intended to describe them here, as the tests dealt 
with above appear to be sufficient to give an idea of 
what actually occurs in an alternating-current com- 
mutator motor. 

Similar tests on large single-phase traction motors 
would be welcome at the present time. If fluctuations 
should be observed in them of anything like the same 
amount as found in Mr Creedy's small experimental 
motor, means for reducing them would have to be devised. 

That this reaction exists in continuous-current motors 
as well as in alternating-current motors is proved by 
fig. 77. 
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valuable addition to electro-technical literature."— £2ectrioaZ Review, 

ALTERNATING CURRENTS OF ELECTRICITY AND 
THE THEORY OF TRANSFORMERS. By A. Still, 
A. M. InstC. E. With 60 Illustrations. 5s. 

ELECTRIC TRACTION. A Practical Handbook on the Appli- 
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ELECTRIC MOTORS-INDUCTION MOTORS AND CON- 
TINUOUS CURRENT MOTORS. Their Theory and Con- 
straction. By H. M. Hobart, M.LE.E., Mem. A.I.E.E. With 
480 Illustrations. 12s. 6d. net. 

*'Tbis book is probably the most complete and advanced treatise on Electric Motors 
that has yet been published."— f^trioal Review (N.Y,). 

"The student of electrical engineering may find here ample scope for his abilities, and 
he cannot consult a better guide than the volume before us."— Nature. 

" It 14 on totally different lines fh)ni the ordinary handbooks on dynamos and motors. 
It is intended for experienced engineers, and we feel sure will be appi^eciated by thein." 
—Blectrioal Timu. 

HYDRAULIC MOTORS AND TURBINES. A Handbook for 
Engineers, Manufacturers, and Students. By G. R. Bodmer, 
A.M. Inst. C.E. With 200 Illustrations, Tables, and Index. 15s. 
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trations. 6s. net 

ELECTRIC WIRING, FITTINGS, SWITCHES, AND 
LAMPS. By W. Perren Maycock, M.I.E.E. A Practical Book 
for Electric Light Engineers, Wiring and Fitting Contractors, Con- 
sulting Engineers, Architects, Builders, Wiremen and Students. 
With 360 Illustrations. 6s. 
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ELECTRICAL INFLUENCE MACHINES (Wimsharst 
Machines). Their Development and Modern Forms, with Instruc- 
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INDUCTION COILS. A Practical Manual for Amateur Coil-makers. 
By G. E. Bonney. With 100 Illustrations. 8s. 
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THE PRACTICAL TELEPHONE HANDBOOK, AND 
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ELECTRICITY IN OUR HOMES AND WORKSHOPS. 

A Practical Treatise on Auxiliary Electrical Apparatus. By Sydney 
F. Walker, M.I.E.E., A.M.InstC.E. With 143 Illustrations. 6s. 

TELEGRAPHY. A Detailed Exposition of the Telegraph System of 
the British Post Office. By T. E. Herbert, A.M.I.E.E., Engineer, 
Post Office Telegraphs. With 509 Illustrations. 6s. 6d. net 

THE TELEPHONE SYSTEM OF THE BRITISH POST 
OFFICE. By T. E. Herbert, A.M.I.E.E. With 146 Illiis- 
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W. C. Owen. With 270 Illustrations. 5s. 



Catalogue of Electrical and Engineeiing Books post free. 



WHITTAKER & CO., 2 White Hart St., Paternoster Sq., London, EX. 

Digitized by VjOOQIC 



Digitized by 



Google 



AlOAITiaSSb 




I 



B8908971355eA 



xur 



iinay be kept 
OURTEEN DAYS 

WO CENTS will be charged 
aay the book is kept overtime. 



SEP;i'.M 








9 Mr '49 








nMr'49 








26Ap'49 








7 Fe'50 








SEPZT-Se 














































































































0>MOe.291.B 









Digitized by 



Google 



1 



k 




oogle 



ff* 



% ♦• 



fl10fl1713SSb 



} 

i 



\ 



t 






b890897 13556a 



1^ -^ 



«r«<i|| 



n 



.r 



i ^^ 




# I 



